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NEW HORIZON Fluorescent Fixture | 


/ 


@ A look at tomorrow in luminaires: our NEW HORIZON, A slimmed- / 


/ 


Sa 


down silhouette that blends naturally and easily into smart 
architectural trends. But—above all—this latest of LEADERS 


has these definite operational advantages: 


The beautiful NEW HORIZON (nesting instant-start 


Slimline lamps) is easy to install... easy to service... releases 


more light with less surface glare. And it gives its abundance of 


light lonver...at lower maintenance costs. 


kor full information on the carefully-conceived advantages of 


the New Horicon series, write today. 


ae nee we 
The NEW HORIZON Incandescent Spotlight. 
Excellent for highlighting displays. Available 
for corner installations (Cat. No. LS-40) or 


between fixtures in continuous runs (Cat. 


No. LS-70). 








WHOLESALERS AND WHOLESALERS’ SALESMEN: 

Tie in your sales efforts with our Sales Promotion on 

NEW ELECTRICAL ECONOMY "De-Lay”’ Renewable Fuses and Renewal 
DEVELOPMENTS Links. Our representatives are always available. 


#3 
time-saving machines 
need this protection! 





Features of this new 
Six Spindle Time- 
Saving CONOMATIC 
are(1)spacious tool- 
ing area, (2) plenty 
of room for coolant 
reservoir and. chips, 
(3) open-end attach- 
ment drive and the 





modern 
ZconoMY “de-lay” fuses 


@ You don't have to put up with costly, time- 
wasting stoppages of production equipment, 
caused by needless ‘“blow-outs” due to 
momentary overloads. 

Specify modern ECONOMY “‘De-Lay” Fuses 
for all circuits. They give superior protection 
in the 135 to 200% overload range, where 
‘‘blow-outs’’ are most frequent. 

Your Electrical Wholesaler will be glad to 
supply you with ECONOMY “De-Lay’’ Renew- 


able Fuses and Renewal Links. 


Send for 


MY, New Catalog 


RENEWABLE CARTRIDGE 7 Ses 


ECON? 


ECONOMY FUSE & MFG. CO., 2717 GREENVIEW AVE, CHICAGO 14, ILL. ALc Principat cinies 
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For the first time since General Electric lin 


G-F Fluorescents now\ 
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CUSTOINELS CAIT 
they want £ 


Opening the way for higher lighting levels 
IN THE AREA YOU SERVE! 


Ever since the end of the war, we’ve been working at top speed— 





building new factories and expanding production to catch up with 
the demand for the world’s newest, most efficient kind of lighting. 
>| Now, for the first time since G-E introduced the first practical 
fluorescent lamp in 1938, there are plenty of G-E fluorescent lamps 

for everyone! (Only slimlines and circlines are in limited supply.) 

Now stores, factories, theaters, and schools in your area can 

replace blackened and burned out lamps with the white, 4500 

' white, and daylight fluorescent lamps they’ve been wanting. New 
fluorescent installations can be made. There’ll be more and better 


lighting for everyone. 


G-E LAMPS 


GENERAL @ ELECTRIC 


cf introduced fluorescent lamps in 1938 


\available in quantit 
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EXPLOSION-PROOF SWITCH PYLETS 
1. TUMBLER SWITCHES with push-pull Rod 


to control motors or lighting circuits in hazardous locations 
l and 2 gang, 1, 2 and 3-pole, 10 to 30 ampere, also 3 way 
and 4 way, 10 and 20 ampere types. 


2. TUMBLER SWITCHES with interlocking Plug 
Receptacle for use as service outlets for portable electrical 
equipment in hazardous locations. Plugs cannot be inserted 
or withdrawn unless switch is open. Switch cannot be closed 
unless plug is fully inserted. 2 and 3-pole, 20 and 30 ampere, 
250 and 460 volt ratings. 


3. EXPLOSION-PROOF SECONDARY CIRCUIT 
BREAKER PYLETS for protection of motors against over- 
loads and stalled rotor currents. Can also be used for ‘‘on’’ 
and “‘off’’ switch. Single and double pole with a selection of 
interchangeable heater units for protecting fractional horse- 
power motors. 


4. EXPLOSION-PROOF UNIVERSAL JUNCTION 
PYLETS — 6, 7 and 10 hub types with close-up plugs. For 
easy replacement of sheet metal knockout boxes in the re- 
wiring of old gasoline pump installations. 


5. EXPLOSION-PROOF JUNCTION PYLETS available 
in a wide selection of styles and sizes with threaded or union 
type hub. Furnished with plain covers for general use or 
with covers tapped for conduit to support lighting fixtures. 
Also furnished with pipe plug angle type cover for filling 
with sealing cement. 


6. PYLE-O-FLEX flexible explosion-proof and watertight 
fittings for adjustable and vibrative connections to motors, 
floodlights and pendant type lighting fixtures. Furnished in 
any combination of male and female threaded or female 
union type end connections with flexible lengths of 4 to 36 
inches, conduit sizes /2"’ to 2’’ inclusive. 


7. EXPLOSION-PROOF SEALING PYLETS have remov- 
able pipe plug covers which can be mounted in any one of 
four positions for filling with cement. Used to isolate the 
wiring compartments of arc-producing devices from balance 
of conduit system. 


EXPLOSION-PROOF UNIONS, male and female, straight 
and 90° elbow types. 


A line of the most commonly } 
used types of conduit fittings for § 
hazardous locations as defined ; 
in Article 500 of The National 
Electrical Code. Explosion-proof | 
Pylets are designed in accord. 
ance with Underwriters’ Lab. 
oratories requirements and are 
classified in their list of inspected. 
electrical appliances. Their sub- 
stantial construction and the 
high quality of materials and 
workmanship insure safety, un: 
interrupted service and long life. 
Consult your Pylet Catalog 1100 
for complete listings of the 
above and other Explosion-Prool 


and Dust-Tight Pylets. 





1352 NORTH KOSTNER AVENUE, CHICAGO 51, ILLINOIS 


Offices: New York « Baltimore ¢ Pittsburgh e St.Louis « SanFrancisco « St.Paul « Cleveland 
Export Department: International Railway Supply Co., 30 Church St., New York SINCE 1897 
Canadian Agent: The Holden Co., Ltd., Montreal SINCE 189 


PLUGS and RECEPTACLES « FLOODLIGHTS e TURBO-GENERATORS » LOCOMOTIVE HEADLIGHTS » MULTI-VENT AIR DISTRIBUTION | 
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Lower initial cost. Because Armortite Cable requires 
no Costly lead sheath or metal armor for protection, 
you make substantial savings on the purchase of cable. 


Direct burial. All the necessary protection for direct 
burial is built into the cable itself. Duct costs are 
eliminated. Long-lived, moisture-proof Hazard Water- 
tite Submarine insulation safeguards the conductors 
electrically. Then a double layer of age-resisting, 
leather-like tape, plastic sealing compound and satu- 
rated jute coverings give Armortite its outstanding 
non-metallic protection against mechanical damage 
and the other potential enemies to cable buried direct 
in the soil. 


Fast, easy installation. The light weight, and simple 
construction of this non-metallic underground cable 
speeds up handling, makes splicing and terminating 
easier — gives you important installation savings. 





WAZARD 


os. gona service. Years and years of experi- 


ence have proved that you can forget Hazard Armortite 
Cable, once it’s buried. It continues to carry the load 
day in and day out with none of those costly, annoying 
service interruptions. Since 1926, Armortite has set 
records for long, trouble-free underground cable serv- 
ice. And today, it is made with another improvement 
that will extend this service even longer. Okobesto- 
prene Tape (asbestos fibres compounded with neo- 
prene) is wrapped over the insulated conductors 
instead of braid. This provides an additional seal 
against possible wicking-in of moisture at terminals or 
joints .. . extra resistance to mildew, acids, flame or 
alkali... permanent circuit identification. 


For all the details about this outstanding underground 
cable, ask your Hazard representative or write Hazard 
Insulated Wire Works, Wilkes-Barre, Pa. 





insulated wires and. cables for every electrical use 


~ 










“We never know when it’s raining’... 
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A battery of 3-lamp Day-Line fixtures individually hung 



















from Hydee Hangers provides excellent visibility for 
typesetting in the composing room of Warwick 
Typographers, 920 Washington Ave., St. Louis, Mo. 


says this delighted user of DAY-BRITE Lighting Fixtures | 


We're quoting verbatim from this firm’s own house organ: 


“There are no gloomy, dreary days for us folks here at Warwick. Our new home is equipped 
with an ultra-modern type of “Day-Brite” lighting. 


“We've noticed that this plenty-bright but scientifically diffused, shadowless lighting has helped 
our morale. There are no personal-efficiency “peaks” and “valleys” due to the weather... but a 
steady, smooth output, day after day.” 


Day-Brite Heavy-duty industrial fluorescents are optically-engineered for glarefree, restful vision... 
lasting efficiency... easy, low-cost maintenance. 


The DAY-LINEheovy-duty industrial fluorescent fixtures are designed for two and three 40-watt and two 85 -watt 
lamps. Sturdy, porcelain enameled reflectors... truss-type channel construction... unit or continuous installations. The 


40-watt fixtures are equipped with the new TURRET sockets and open or closed end reflectors. 


U. S. Patent Nos. 2317434, D-135375 and D-133458. 











May we send you bulletin 3-A-2 with complete details? 


Day-Brite Lighting, Inc., 5405 Bulwer Avenue, St. Louis 7, Mo. 
Nationally distributed through leading electrical supply houses. 


In Canada: address all inquiries to Amalgamated Electric Corp., 
Ltd., Toronto 6, Ontario. 


IT’S EASY TO SEE WHEN IT’S td 
OFAN 35 ge es ee 
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RACO 


ALL-STEEL PRODUCTS 
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RACO MCBN3 BOX 


1 real time saver in a STEEL bracket 
switch box. Long neiling prongs 
gauge in bracket and hold box in 
correct position until nails are driven. 
“NM” clamp affords complete pro- 
tection to the cable and provides en- 
trance to box from ends and back 

or both. Bracket is projection welded 
equipped. 


knockouts are ‘Pri-Out” 


PRODUCTS ARE 


LISTED BY 


UNDERWRITERS LABORATORIES, INC. 


RACO Switch and Outlet Boxes 


Electrical contractors ... wholesalers and salesmen... builders and 
architects—they ALL prefer the RACO line of switch and outlet 
boxes. This nation-wide preference has been built throughout many 
years on the solid foundation of QUALITY, DEPENDABILITY, 
and COMPLETE breadth of line. There’s a sturdy RACO box in 
black enamel or galvanized finish for every need. Send for Raco 
catalog. 


* * * 


A-S-E STEEL PRODUCTS FOR MANY USES 
STEEL OFFICE FURNITURE » WARDROBE, STORAGE, AND COMBINATION 
CABINETS +» CLOTHING LOCKERS - INDUSTRIAL EQUIPMENT FOR FASTER 
MATERIALS HANDLING - FROZ-N-FOOD LOCKERS + ELECTRICAL OUTLET 
AND SWITCH BOXES. 


ALL-STEEL EQUIPMENT INC, 
a Hed ia a a OE De Beg 2 SPS " 
‘A Complete Line of Switch and Outlet Boxes. 


ALL -~-STEEL EQUIPMENT 









300 Kensington Avenue, Aurora, Illinois 


INC. 
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One and Two Pole 


Thermal-Magnetic Trip 


For Entrance Service 
in Small Homes, Cottages, Stores, 
Farm and Dairy Buildings 


For Lighting 
and Appliance Circuits in Homes, Stores, 
Offices, Factories and Farms 


This better-built small size Multi-Breaker 
offers every feature found in big 
Cutler-Hammer Miulti-Breakers. It has 
bi-metal thermal trip which permits safe 
momentary overloads, coilless magnetic 
trip which acts instantly on short circuits, 
sealed adjustment, cover mounted mech- 
anism for easy installation, and many 
other features. Rated 15, 20, and 30 
amperes on 120/240 volts A.C. With 
grounded insulated neutral, Under- 
writers’ approved for entrance service 
and lighting and appliance circuits. 
CUTLER-HAMMER, Inc., 1327 St. Paul 
Ave., Milwaukee 1, Wisconsin. 


» CUTLER HAMMER 


TYPE MOZ MULTIBREARER 
MOLPWRITERS LABORATORIES eC 
INSPECTED EMCL OSLO Ciecy 

BREAKER GUITSBLe FOR Vee 

48S GERVICE EQurement 
SUE NO A Thae 
2 POLE UME ( 
TRIPPED TRereo— 

'O ersroer fevice 
HANOLE TO Cnt @eme & 
ie Theow ON 


" Scape ERE ' 
AAO ARON I EEA AAAS RE A AICS 


RESET 


YU 


CAT NO.161711 
CUTLER-HAMMER INC 








MILWAUKEE. WISCONSIN 
$ 
wovase 











Factory-calibrated and seal- 
ed mechanism with screw 
adjustment of thermal trip. 











Flush or surface mounting 
for looks and convenience. 


CUTLER-HAMMER 
~~ 


~ MULTI- BREAKER = 


———— 
=—'“ 
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skulux 


catalog 980-C 


The Curtis Skylux ... newly designed for A B C 
lighting is a low-brightness unit now made with 
Alzak aluminum reflectors and lamp shields. This 
new Skylux offers greater ease of installation . . . 
lower maintenance costs ... more compact dimen- 
sions ... lighter weight. Skylux luminaries utilize 
two, T-12, 40-Watt fluorescent lamps and are 
available for pendant or ceiling mounting, as 
individual units or continuous lines. Curtis 
Downlights, for use with the newly designed 
Skylux provide an efficient and economical 
method of delivering “punch” lighting for mer- 
chandise displays. 


Appropriate Brightness Control, the big feature in modern 
lighting. The KEY? ... the luminaire . . . the CHARACTER- 
ISTICS? ... high light utilization with low unit brightness. 
PLUS the relationship of the chromatic values of room con- 
tents. Write Curtis for further details, 


URTIS LIGHTING, INC. | 


6135 WEST 65th STREET, CHICAGO 38, ILLINOIS 
CHICAGO ..TORONTO..NEW -YORK 
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Vanoriian: CONDULETS” 


for electrical installations that are exposed to 
weather, moisture, steam or non-combustible dusts 


JUNCTION CONDULETS - SWITCHES - RECEPTACLES - LIGHTING FIXTURES - CIRCUIT BREAKERS - PANELBOARDS 


The illustrations show a representative selection from the hundreds of 
CONDULETS that are vaportight or when furnished with covers and 
gaskets become vaportight. 


*CONDULET is a coined word registered in the U.S. Patent Office. 
It designates a product made only by the Crouse-Hinds Company. 


Type AHG Vaportight 
Flexvble Fiature Hanger 
: Type RCD-8 Vaportight 
Lighting Fisture 
for Wall Mounting 


Type FSC Two Gang Vaportight 3 
Combination Push Button Station ms Type YSW Vaportight 
_ Cwrcuit Breaker Condulet 


and Pilot Light Condulet 
Type VOA Vaportight 


Type FCP Three-Cang 
“ hting C | 
Vaportight Panel Mounting } Lighting Condulet 
Condulet with Pilot 
Lights and Switch 
| 1 y tight 
ola sen 9 Type VEC Vaportight 
Lighting Condulet for 3 Saons: Uchtinn Genieie? 
2 ing 
Mounting on Machines ge Lighting 





Type FO Vaportight - : : 

Switch Con-sulet ype VIHA Vaportight i 4 

: a Lighting Condulet ; Type DVSP Dust-Tight 
with Flush Hubs and Vaportight Panelboard 


Type VCR Vaportight 
| asieie F oe os | Type ¥ Vaportight Heavy 
ar Gentex Ouieiene } Duty Lighting Condulet 
Series Condulet 
. “ | with Shatterproof Glass 


Type WY Vaportight 
Lighting Condulet 
with Fresnel Lens 


Type VR Vaportight 
Lighting Condulet for 
Type CS Vaportight - 
t Hand Rail 
Lighting Fisture for A jounting on a Hand Rav 
GS Series Condulets Type VOA Vaportight - 
Type VJ Vaportight 


Tank or Vat Light Condulet 
P Lighting Condulet Type DVSP Bust-Tight 


and Vaportight Panelboard 


i pe VX) Vaportight Lighting 
Type VG Vaportight pu for Extensions 
Lighting Condulet Type ARC Vaportight from Concealed Conduit 


Lighting Fixture for ' 
| Obround Condulets ; 
| ; 
Type VLG Vaportight 
| Gauge Lighting Condulet 
Fluorescent 


Type VS Vaportight 











Type FSC Two Cang Tandem 


Condulet with Vaportignt : 
Switch and Plug Receptacle Type GS Vaportight “ 
Lighting Fisture for Type VC Vaportight Hand Lamp 
GS Series Condulets Lighting Condulet with Rubber Handle 


Type DLP Dust-Tight and 
Vaportight Panelboard 
i Nationwide 
“4 Distribution 


Type ¥ Vaportight Lighting Type VOA Vaportight Lighting . 
Condulet with Dome Reflector Condulet with Angle Reflector Through Yet eater 1 


100 — 200-Watt 100 ~ 200-Watt Wholesalers 


Bq 


“yh 

Type VDA Vaportight Lighting 

Condulet with Dome Reflector 
100 — 200 Watt 


Type VOB Vaportight 
Lighting Condulet 
300 — 500-Watt 


Type VPH Vaportight 
Indirect Lighting Condulet 
150 — 200-Watt 


CROUSE-HINDS COMPANY 


Syracuse 1, N.Y. 
Offices Birmis jham — Bost 1g ncinnati - leve 1— Dallas — Denver — Detroit — Houston — In lianapolis — Kansas City — Los Angeles — Mi!waukee — Minneapolis — New York 
Philadelphia — Pittsburgh — tland, Ore San Fr le ui Washington. Resident Representatives: Albany — Atlanta — Baltimore — Charlotte — New Orleans — Richmond, Va. 
"CROUSE HINDS COMPAN Y OF CANADA, LTD Main Ottice on Plant: TORONTO, ONT. 





CONDULETS - TRAFFIC SIGNALS - AIRPORT LIGHTING - FLOODLIGHTS 
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This quality branch circuit wire is called Neolay* 
(Type RU). It is the finest wire ever made. 

Why? First it has a nylon covering, for smooth, 
easy pulling. Moreover, nylon is tough and resists 
the deteriorating action of oil and gasoline. The 
insulation of Neolay RU is a combination of 
Laytex* (90% pure rubber) and Neoprene. That 
is why it has such a small diameter and light 
weight, and such superior electrical and physical 
properties. For example, a chain of 20 gas sta- 
tions formerly had to change wiring systems 
every Spring, because of severe damage caused 
by moisture. After switching to Neolay, these 
changes were eliminated. 

For free sample and additional information 
write to Wire and Cable Department, United 
States Rubber Company, 1230 Avenue of the 
Americas, New York 20, N. Y. 





*Reg. U.S. Pat. Off, 


UNITED STATES 
RUBBER COMPANY 


A WIRE IS ONLY AS GOOD AS ITS INSULATION 


Wires made by U. S. Rubber are Laytex Insulated 
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Wore current-carrying capacity 








for ess money... | 
with Rome Type RH Building wire 





That's the simple reason why it is good economy to use Rome 
Type RH Building Wire. Type RH provides GREATER CuRRENT 
CARRYING Capacity Per DoLLar OF INSTALLATION Cost. 


As compared to all other types of Building Wires, National Electrical 





Code current carrying capacities and higher operating temperature 
for Type RH, permit, for equal amperages, the use of smaller 


conductor sizes in nearly every instance. 


WHERE VOLTAGE DROP IS NOT A PROBLEM. as in most 
feeder circuits, you can realize all around savings. . . actual dollar 


savings ... by installing “Rome” Type RH Building Wire. 


ee ae 


HERE IS A TYPICAL EXAMPLE: 


Circuit Requirement of 285 Amps. Type R Type RH ‘ 
*Required Conductor Size 500,000 CM 300,000 CM ©) t 
Approximate Outside Diameter 1.10” i” 
Weight per 1000 Ft. 1815 Lbs. a 1139 Lbs. §] 


*Required Conduit Size (3 conductor) 3” a 2'" ~—D 


*Permissible Operating Temperature 60°C oo 75°C ama is 


* In accordance with 1947 National Electrical Code 


FIGURE FOR YOURSELF, the savings in cable cost, in this par- 
ticular case as much as 26 percent... the savings of smaller conduit 


and fittings .. . the ease of handling lighter materials . . . the longer 


gute Rp pen 


life of a superior heat-resistant insulation. 





To Save Feeder Circuit Costs... 


Specify Rome RH 


SRSA Sea Be GATE GC) a Sor ce a TET ea 
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Economical to Install 


The ballast-free channels are hung first 
—either on the ceiling or suspended— 
singly or in continuous rows. Then fol- 
lows simple, straight-through, unob- 
structed wiring. Finally, the complete 
reflector unit, which includes louvres, 
ballast, and all accessories, is put up 
in one simple, hook-on operation from 
the floor. No need to carry heavy loads 
up shaky ladders. This simplified in- 
stallation saves time, effort, and cost. 
LEADERS IN LIGHTING 


ft 


"Trade Mark. U.S. & Canadian Patents Applied for 


Economical to Maintain 

A revolutionary new maintenance prin- 
ciple has been introduced in the GUTH- 
LITE! No more ladders! No more fuss, 


muss, or bustle! The entire maintenance 
operation—lamp replacements, starter 
changes, cleaning—everything —is eas- 
ily, speedily handled—right from the 
floor—thanks to the patented Jacknife 
Hinge! The handy maintenance rod 
makes possible these tremendous sav- 
ings in time, labor, and inconvenience. 


Economical to Use 


A GUTHLITE installation means triple 
economy in use. First, because there 
are no horizontal light-reflecting sur- 
faces to gather dust, light output retains 
maximum efficiency. Second, because 
GUTHLITE is so easy to maintain, the 
lighting efficiency is held at consistently 
high levels. And third, because of their 
easy seeing, direct-indirect illumination, 
GUTHLITE adds to the productive 
work of the people using the light! 
A real three-way economy in use. 


Write for full details about GUTHLITE, Ask for Bulletin 4845F 
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Whenever your LIGHTING PLAN calls for one or 

more of these eleven popularly employed lighting ELECTRIC 
units, RLM labeled equipment insures you of LABORAT 
units made to conform to important standards 

relating to lighting equipment efficiency, ease 


of maintenance and long life. They cover... ; < consult this latest - a : 


(1) Materials (2) Reflection Factor (3) Construction —, ; ee oo 
(4) Photometric Performance (5) Accepted Criteria | : CC 
(6) Auxiliary Control Equipment Standards (7) Con- ~< ' i. oo 


formance to National Electrical Code. 
ete ; Released by we 
No lighting unit can bear this RLM LABEL unless contin- Y 


uous compliance to RLM specifications hds been deter- NX Electrical Testing Laboratories 3K 


mined by the Electrical Testing Laboratories. For a | 


COMPLIMENTARY COPY of COMPLETE RLM SPECIFICATIONS \ 
for ELEVEN INDUSTRIAL LIGHTING UNITS, write any of S 
the manufacturers listed below or address your request 

tO RLM STANDARDS INSTITUTE, Suite 817, 326 W. 

Madison Street, Chicago 6, Ill. 




















Spec. Ne. 18 
Diffuser 





Appleton Electric Company 
Benjamin Electric Mfg. Co. 

Bright Light Reflector Co. 

Day Brite Lighting, Inc. 

Jones Metal Products Co. (Abolite) 
‘The Miller Company 

Mitchell Manufacturing Co. 
Overbagh & Ayres Mfg. Co. 
Quadrangle Mfg. Company 
Smoet-Holman Company 
Sylivenia Elec. Products, Inc. 

x x x x Westinghouse Electric Corp. 

x a X__] Wheeler Reflector Company x 


Se ee 













































































*Based upon Report for the Fourth Quarter of 1947 and supplementary 
reports by Electrical Testing Laboratories, Inc., the independent testing 
agency of the Institute. 








* Electrical Testing Laboratories, Inc., 2 East End Ave., 
New York 21,N. Y.—an independent testing organization, 
serving American industry for 50 years and responsible for the 
inspection and certification of lighting units to RLM Specifica- 
tions. Fourth Quarter Report above shows manufacturers who 
can supply lighting units made in accordance with RLM Spect- 
fications as indicated by (X). 
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WEW/ National Elec 


PEDEGE CONDUIT DEVICE BOX*LOLE 


USE IT WITH: Rigid, EMT or Flexible Steel Conduit 
WITH: Armored or Non-Metallic Sheathed Cable 





SOLD 


LEADI 
Eleven 2” Knockouts 


Universal No. 58361 


Patent applied for. 


ELECTRI 
WHOLES 


Flat Back... Can't Rock Square Corners... More Finger Room 


Flush Knock-outs .. . 5™ooth Surfaces No Drawn Metal... Full Gauge Steel Walls 


Integral Ears... ©2n'? become loose Electro-galvanized . . . Rust Resistant 


Economically Priced! Listed by Underwriters’ Laboratories, Inc. 





NATIONAL 


ELECTRIC PROOUCTS 











ney 














ITS STRONG! 


MAKE EVERY SALE 


a’ TWIN” sate: 


Suggest Bull Dog Splicing Compound, Too 





Long a standard of high- 


quality! There’s none better and so is CONSUMER DEMAND for 


or nish rotonce © se 1 BULL DOG FRICTION TAPE 


tricity and water. Self-vul- 
The high tensile strength of Bull Dog Friction Tape is just 


izing i solid, water- = 
CenSHnG ae & 8 one of many reasons why it’s preferred by householders, 
tight joint. Cash in on this mechanics and maintenance men. Textile laboratory tests 


steady profit maker . . . sug- and quality-controlled friction assure fabric that makes 


eect the we of Dt Bec strong, tight splices on electrical appliances, wires and 
sports equipment. Bull Dog Friction Tape grips firmly, too 


. . d ith 
eng Compenas we ,-- has high insulating qualities, is long-aging, won't ravel 


every sale of friction tape! or curl. Order fast-selling Bull Dog Friction Tape today 


from your local distributor! 


Another Quality Product of 


Boston Woven Hose & RUBBER COMPANY 


Distributors in all principal cities 
PLANT: CAMBRIDGE, MASS., U.S.A. © P.O. BOX 1071, BOSTON 3, MASS 
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UTMOST ATTENTION 
TO DESIGN DETAIL 
FOR TOP ON - THE - JOB 
PERFORMANCE 
































a) 


I tall at Ae nN APMIS 






THE T&B 
GROUNDING WEDGE* 


UNIVERSAL APPROVAL - T & B Grounding 











| Wedges are universally approved by 
s Underwriters’ Laboratories with or 
( without jumper wires. 
: 
Bonding Screw 
~ . ECONOMICAL - T & B Grounding Wedges 
' ° ° ° 
7 “st Box Wall os used is place a inside locknut 
plus expensive grounding. 
a | waa g 
ieee tines _ wr \) lam EASIER TO INSTALL - T & B Grounding 
Via Lock Wedges are easier to install because 
Ground Wedge La “Nut you can turn the wedge to the easiest 
A —- Es position for working on screws. In- 
vl stalled with standard electricians’ 
= tools. 
SENG ay Flange USED ON OLD OR NEW WORK - T & B 
Condeit Grounding Wedges can be used without 
disturbing wires or conduit. Fit all 
standard conduit sizes from %-inch to 
6-inches. 
; EFFICIENT - T & B Grounding Wedge's 


clamp rigidly between box and bushing 
making box or metal enclosure part of 


conduit grounding system. 


*Patented - Cat. Nos. 3651-3662 


THE THOMAS & BETTS CoO. 


INCORPORATED 


ENGINEERED ELIZABETH NEW JERSEY 
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The tape you see MOST 
..in electrical tool boxes! 


The contractor buys ACCURATE 
Tape because he knows it goes on fast 
and stays put... tears off clean at the 
finish and won't ravel. 
The wholesaler sells ACCURATE 
Tape because he knows a good thing 9 
when he sees it. He stocks the brand 1 
that dealers say outsells others so he 
can supply what’s wanted—keep his ; 
inventory moving—and deliver fresh, 


clean goods always! 


When it comes to fast sellers, you 
can’t beat ACCURATE Tapes for 
speed. Check your stocks of friction 
and rubber tape, today. Then make 
your next order ACCURATE! Accu, 
rate Mfg. Company, Main Offices & 

Plant: Garfield, New Jersey. 


OVER A QUARTER ) OF TAPE q 
CENTURY ( SPECIALIZATION 2 


, 


CCURATE 
TAPES. 


i 
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NOW- 


e “URC” LUMINAIRE 


Basic Unit 1040 + 


es 


¢ V-SHAPED LUM 
Basic Unit 1040 st 


= 


bos 
a 


» LOUVERED 
Basic Unit 10@ 
- Modé 


e 
ie 


| e SKYLIB 
) Basic Unity 


— 


e SKY RA} 
Basic Unit 0. 
= Model I 52% 


Basic Unit 1040 + Kit 


a Profitable Seven 
that wasn't just Luck! 


SB BASIC UNIT SERIES 
[NED AND PROVEN 
BILDER IN... 


's 
tallation 
fintenance 


NVENTORY COSTS from 40 to 60% 
intain a completely flexible stock of 
ent fixtures with Electro’s Basic 
Series. Planned for higher profits and 
; economy, all Electro fixtures are 
d for one-man installation with the 
he patented ‘‘Speedy Hanger’ 
B.also for low cost maintenance. 
Sent luminaires pictured are all 
Bht’’. . . also available in 
asic Unit ‘‘two light’’ series. 





~ 





tifiock > 
o}: i 

\ 
Phe Ren teree greene: by ong O. ete eee Oe 
erenes lemners ¢ © depen of semetne Reend te 














Tsrecincarioms FOR Lumen arees, 
FITTINGS AND AUIILIARIES 
roe vents CONT Lamrs~ 


BE “BASIC” IN ‘48 

















i=” ELECTRO’S LIGHTING ENGINEERS ARE ALWAYS AT YOUR SERVICE 


ELECTRO MANUFACTURING CORPORATION 


2000 W. Fulton St. *¢ Chicago 12 
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Austin adjustable bar hanger. Pat. applied for 
No, 2918—adjustable from 16 to 20 inch joist centers. (Cut hanger 
Ke 







for spaces under |6 inches.) 
No. 2918A—adjustable from 24 to 30 inch joist centers 
Stud may be inverted as shown, to accommodate shallow box. 



























; 


Austin No. 2919 U.S.A. Licensed Canadian Patent 
inder Pat. No. 2,233,334 No, 413,143 








Cross-section view of Channel Steel 
Bar Hanger 


ee ea 











One Instead of Three! KEEP BAR HANGER INVENTORIES LOW WITH | 
Now you can use one hanger that r AUSTIN’S NEW SLEEVE EXTENSION PIECE! 


places three and still gives greater ad 


justment and a better installation. It's With Austin’s new 12-inch sleeve-type bar hanger extension 
far more efficient than the old conven : ; . al 
tional straight, shallow offset, and deep piece ( No. BHX-12) you need stock only the one standard 


offset bar hangers which have been . ° P : 
Ee va > noe ar ‘ yer ar ray *S ¢ > »¥ « 
RE eee eee ee eighteen inch length bar hanger of various types and the ex 


modern building construction methods tension piece to handle all normal bar hanger requirements. 

Extension piece is precision made of heavy gauge channel steel 
Perfect Adjustment! for extra strength, and is light in weight. Fits snugly over 
The Austin No. 2919 Channel Stee! Channel steel bar hanger (see cut.) 
Bar Hanger permits 100% adjustment 
to bring outlet flush with any surface 
material because it can be nailed be 










fween joists to any desired height 


~) 


Y) 
4 
y 
4 


Furthermore, no notching of joists is 
required as with old conventional bar 





hanger to keep from bending, warping 
or cracking surfacing material. This 
new hanger can be mounted at an 


Nw 





Cross-section view of Chan- 
nel Stee! Bar Hanger within 
Extension Piece 


angle to fit any joist spacings up to 
and including 18-inch centers 










Stronger, Lighter, No. BHX-12, 
Easier to Handle! msc 


Austins No. 2919 has far more 
strength than the old conventional 


12 inch 











No. . 2905 offset 
hanger shown 
with Extension 
BHX-12 







solid steel hanger due to its channel 






type design (see cross-section illus 
tration), yet it is much lighter in 


weight and therefore easier to handle The VW BS ot Ae, ?. f 


WE SELL EXCLUSIVELY NORTHBROOK, ILLINOIS 
THROUGH WHOLESALERS 
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THIS ADVERTISING 


/s Working tor VOU 


Day in and day out, ELECTRUNITE’S extensive advertising 
program is doing a silent selling job for you, the ELECTRUNITE 
Distributor—the sole sales outlet for the original lightweight 
rigid steel wiring raceway. 

Through these publications, your customers—contractors and 
maintenance men—and the men who specify raceway materials— 


architects and engineers—constantly are reminded of the many 
advantages of modern ELECTRUNITE E. M. T. 


This working advertising is laying the groundwork now for 
the day when ELECTRUNITE E.M.T. again will be available 
in unlimited quantity. 


REPUBLIC STEEL CORPORATION 


STEEL AND TUBES DIVISION e CLEVELAND 8, OHIO 
Export Department: Chrysler Building, New York 17, New York 


LIGHTWEIGHT THREADLESS RIGID STEEL RACEWAY 
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CHAMPION Lamps 


fit your business 


like a glove 





Fluorescent and Incandescent Lamps are 
““must’’ items on everybody's list. The re- 
placement business is sure and steady. 

CHAMPION Fluorescent—daylight and 
white, for regular circuits, instant start cir- 


cuits and low temperature service. 


CHAMPION Incandescent — clear, inside 
frost, white bowl, silvered bowl bulbs, for 
general lighting service, vibration and rough 
service, spotlight, floodlight, reflector lamps 


and infra-red lamps. 





The complete line has the quality and long 
life that is the result of forty-eight years of 
specialization in lamps for industry. 

Champion Lamps are sold outright—no red 
tape, no contracts, no restrictions—nothing 
to hinder you from getting new lamp business 
and more of it at lowest handling cost, maxi- 


mum profit 


May we give you the whole story? 





CHAMPION LAMP WORKS 


Lynn, Massachusetts 


A OIVISION OF CONSOLIDATEDO ELECTRIC LAMP co 
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Representative Fed- 
eral NOARK Safety 
Switches. The smoll- 
est is $71, 30 amps., 
125 volts, weight 2 
Ibs.; the largest is 
#211246, fusible 
type-A (heavy duty), 
1200 amps., weight 
750 Ibs. 


Federal 


7 NOARK 
e yg i set Lf! 
i od ClY SK ILCTICS 
: ee ee 

Z Ser — | 
i‘ a 


























regardless of sizes ” 
weight, or rating, the 
Federal NOARK sig- 
nature on a-safety 
switch stands for for- 
ward-looking engi- 
neering, thorough- 
goitig honesty of 
m@nufacture, and 
reliability you can 
bank on. 





Write for a copy of the “Federalog™ 


Executive Offices: 50 Paris Street, Newark 5, N. J. 
Plants: Hartford, Conn. * Newark, N. J. * St. Louis, Mo. 
Long Island City, N. Y. 
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KNOX 








KNOX PORCELAIN CORP. 


Knoxville, Tenn. 








me 


There’s been a tremendous new ad- 
dition at the Knox Porcelain Corpor- 
ation — 47,000 square feet of steel 
and concrete structure... . another 
modern oil-fired kiln representing in- 
creased capacity of 250%. Kiln No. 
2 will be used to produce Pin-types, 
Guy Strains, Spools, Suspensions, 
Transformer and Capacitor Bushings 
and Fuse Boxes. Kiln No. 1 will be 
used to produce additional Wiring De- 
vices, Neon, Standard, House Brack- 


ets and other Insulation 


BRANCH OFFICES IN ALL PRINCIPAL CITIES 






NEW ADDITION 


You are invited to visit and inspect 
the expanded Knox plants and see 
how quality electrical porcelain is 
made. Only the finest materials ob- 
tainable are used, and production is 
followed, checked and controlled every 
step of the way by 4 qualified ceramic 
engineers. Knox products are built to 
conform to Underwriters’ Laboratories, 
NEMA and REA specifications. Send 
for descriptive literature. Main offices, 
500-700 Mynders Avenue, Knoxville 


11, Tennessee 
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What's your score? 


on full-line sales? 


"$s 














Are you following up these advertisements by talking, and selling 
the full General Electric line to your wiring-material customers? 


Through these advertisements, and with a steady stream of promotional pieces, we 
are giving your customers a better picture of how they benefit when they buy from 
the full General Electric line. We tell them that each part of the line is made for ready 
use with other G-E wiring materials; that it’s a line designed for convenience—in 


eats a 
wae 


SPP se 


ordering—in installation—and in maintenance. And that it’s backed by experienced 
men, who are always ready to help with engineering and application counsel on 
every job—that it’s the kind of one source, one complete-line service that makes it 
easy for them to do a top-notch wiring job. 

We're providing the “door opener” for you, to make your job easier. Why not take 
advantage of this boost, and sell the complete General Electric line? 

We'll be glad to give you full information on any products in this full line. Just 
write to Section K13-826, Construction Materials Department, General Electric Com- 
pany, Bridgeport 2, Connecticut. 


oe 


Be Ne cee tia eine 


~ aren 
ss ae 


Construction Materials 
GENERAL @@ ELECTRIC 


August, 1948—-ELECTRICAL WHOLESALING 27 





18 


























Distinctly Wiremold! A new ~ ets FE ; 
. fe aes = he, ‘. te. WNEW PACKAGE FOR 
package for a// Wiremold fittings - a Y ALL FITTINGS 
that means new convenience for 


' a “EASILY IDENTIFIED 
jobber and contractor alike. we ee 
CLEARLY MARKED 
: SIMPLIFIES STOCKING 
Easy to spot on the shelf . . . helps to solve the stock problem. 
Clearly identified with fitting name, number and quantity . . . assures MANBY ON THE JOB 


getting the right fitting for the specific job. ATTRACTIVE 


Distinct advantages . . . distinctly Wiremold! DURABLE 


THe WiremotD ComPpaANy 
HARTFORD 10, CONN. 
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Emphasize AMERTRAN QUALITY and SERVICE 


WF Dry Type 
Transformer 
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... you'll make more sales 
and more friends ar. 


CF Dry Type 
Transformer 





HAT is this thing called “‘Quality’’? Well, 

in AMERTRAN Dry-Type Transformers, 
it's a combination of skillful design, good 
materials, careful workmanship and conscien 
tious service The result is a product that is 
noted for its ability to stand up under exacting 
conditions of service and to endure with mini 
mum maintenance And every user of AMER 
TRAN Transformers will concede the truth of 
this statement 


What does this mean to you? Simply this. There 
is less competition and far more satisfaction in 
selling a real quality product, than one which 
has only price to offer And remember — quality 
is essential in a dry-type transformer because 
continuity of operation of an important machine 
or of an entire manufacturing process may 
depend on it 


Inquiries are welcomed from electrical whole 
salers who like to have complete confidence in 
the products they sell 


THE AMERICAN TRANSFORMER COMPANY 


178 EMMET STREET NEWARK 5, N. J Pioneer Manufacturers of Transformers, Reactors and 


Rectifiers for Electronics and Power Transmission 
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...and for 
fluorescent lighting 
I insist on 


Cvilified Ballaite | 
Tian 


You’re wise, too, when you insist on Certified Ballasts. 





That’s one way to assure— 


® Full rated lamp life 
® Quiet operation 
® Long, dependable performance 
® Full rated light output 
Certified Ballasts are better because they are built to rigid specifications 
that assure high performance—then are tested, 
checked and “‘certified’”’ by impartial 


Electrical Testing Laboratories, Inc. 





7 


( ERTIFIED BALLAST MANUFACTURERS 


Makers of Certified Ballasts for Fluorescent Lighting 





2116 KEITH BLDG., CLEVELAND 15, OHIO 
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ROYAL Chyatal 
THE Original sinss-r0° FUSE 


. and LEADER ever since! 





ROYAL-NOARK Xaxewadé CARTRIDGE FUSES 


Never before a renewable fuse so easy to renew 


. sO easy to assemble! 











> 'ROYAL-NOARK Lon-Kewewable CARTRIDGE FUSES 


5 ways better....on the INSIDE.... 





where it counts! 





WRITE FOR CATALOGS 





PLUG FUSES *© CARTRIDGE FUSES 
FUSTATS * WIRE © CORD SETS © TROUBLE LITES 
DECORATIVE CHRISTMAS LIGHTING 
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T SELLS ON SIGHT...| | 


The New Sangamo | 
“Tgpe S Time Switch 
LOW PRICE + HIGH QUALIT 


You wouldn’t expect to find a time switch of such 
precise workmanship selling at such an unusually 
low price! Neither do your customers... until you 
show them. 


ee 


ee 
oe eR 











Sangamo Type S Time Switches open a new field of 
time switch applications. High quality at low cost | 
permits the economical convenience of automatic H) 
control in many installations where cost was formerly 
a prohibitive factor. 


This switch is just what your trade has been wanting! 
Low in price, small in size, this precision-built, accu- 
rate time switch means quick sales—and ready profits 
for you. 


Aine 0 nin ttenwtinrct att eee 


The new Sangamo Type S Time Switch is available for P 


Dimensions: immediate delivery. Place your order for stock now. 
3” wide, 5%’ high, 3” deep. 






































Outside Manual Cover Readily Dead Front Precision Machined Dependable Simple Switchbox 
Operation Removed Safety Design Gears Low-Speed Motor Mounting 
J e 
Get acquainted with the full story— ' 
Available in Brown or Ivory cases. Type S has specifications —installations—applica- 
one ‘‘on”’ and one “‘off’’ operation; Type SR has tions and prices. Write for Bulletin 
two “‘on’”’ and two “off” operations. Ivory case 1050C. It gives complete details. 
and Type SR are priced slightly higher. 
+ 











ST489A 
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RESISTS .. . ozone, wear, sunlight, 


water, chemicals and most other nor- 
mally destructive factors. 


GIVES YOU... 14 colors including 
NEMA standards. 


PROVIDES... more conductors for a 


given space. 
HAS... excellent electrical properties. 


IS... easy to draw, easy to strip. And 
is light in weight. 


Wire and cable insulation made from Geon 
polyvinyl resins is suitable for industrial, 
manufacturing and utilities wiring. Where 
the best wire and cable insulation is re- 
required, specify Geon by name. For infor- 
mation regarding special applications, 
write B. F. Goodrich Chemical Company, 
Department K-8, Rose Building, Cleveland 


15, Ohio. In Canada, Kitchener, Ont. 


fe 


B. F. Goodrich Chemical Company | 


GEON polyvinyl materials * HYCAR American rubber * KRISTON thermosetting resins * GOOD-RITE chemicals 
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~ ih wonder...” * 
(4 Se 
pe national advertising, promotion!” 


t 


“And how! . . . For 
NOMA’s the leader 
in new ideas! Oldest ‘° 
in the business too!” 


3415—NOMA 15-light 
multiple indoor set 


with add-on plug 


503G — BUBBLE-LITE tree. A ® 
standout green tree or 
white. Push-button switch. 4 





~ 


. with the greatest demand’. - 


- 


prand - 









471— BUBBLE-LITE 
. lamp (series type). 
Comes with spe- 
cial metal clip to 
hold lamp upright. 









a. 

~*Surel For NOMA has the 
style! The selling fea- 

» tures! And the quality!’z 


er 
J 









+ 
/ 





e, 
“That’s why you - 
‘can make more 
money by sell- 
ing NOMA!” 







—s 





a 
A 
. 

i 


: ee Be Seen 
ATL 


— 


321S—NOMA 
15-light outdoor set 
Has add-on plug 


@ 509—BUBBLE-LITE: 
series string. A hit 


last year and this! 


There's only one NOMA the strings of NOMA lights for indoor and outdoor 
leader in Christmas lighting by 25 to I! And use and a host of eye-catching NOMA lighted 
you'll find NOMA out ahead this year, too specialties. Plan your buying to get the advantage 


with those magic candles of sparkling, bubbling of the hecviest national advertising in NOMA 
colorful light NOMA Bubble-Lites and the history. You'll cash in, if you sell the best known 
NOMA Bubble-Lite tree. And also with the famous brand with the greatest demand NOMA! 


NOMA ELECTRIC CORPORATION . 55 West 13th St., New York 11, N. Y. 




















this quieter model 


eS te ee ee ieee Bi lan cone Bel 
APs ke ms 

















' 
” { 
. f, . * / | 
| is fast in action. 
tx om 5 
| | 
| Youll relax ...and ease through more work with the 
| 
; quieter “93° electric adding machine. Youll enjoy cush- 7 
ioned power... almost makes you think your office is . 
P . rr . . M 
by the side of a rippling stream. Tension is lessened, é' P 
' aha s CUSHIONED POWER: 
even when the ery is “Rush, rush! ; I 
- Built-in steel cushions reduce nois | 
. . . vibi tuon le ssehi Strain nsure smoot | 
And work flows rapidly, thanks to streamlined action. ae | ine 
= Operation and longe! ife. 
With longer motor bars and the famous LO-key touch I 
control keyboard, you add, subtract, multiply . .. STREAMLINED ACTION: 
swiftly, softly, smoothly. Here's new ease, new Longer, light-touch motor bars and f 
speed, a new thrill in figure work. pact 10-key keyboard eliminate { 
groping speed every operauvion, ( - ] 
Totaling invoices, preparing pay rolls, han pletely electrified. 
dling statistics or whatever your prob- ' 
| by ; FREE BOOKLET: 
em, our loca representative will show 
= Write today for “Ripples of Sound 
vou how to finish faster, with the Remington Rand, Dept. EW-8 
new “93°, Phone him today. Fourth Avenue, New York 10, N. Y. 





electric adding machine 
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TING’’ PRESENTS THE 








An Ideal Heavy-Duty Fixture for 
Industrial Lighting Applications 


THIS IMPORTANT ADVANCE in light engineering embodies 
all the quality refinements of ‘Skilled Lighting”’ plus an| 
ingeniously designed lampholder that adds new convenience 
and protection to fixtures. It is typical of Wheeler ‘Skilled 
Lighting’ . . . known throughout industry for its sound, 
lasting developments over a period of 67 years. . 








660W BOOV 
U.S PAT &2 25175 


G.E CO 


MACE IN USA 














CONSTANT SPRING TENSION 


You can count on this feature to keep your 


The new Turret Line has the famous Wheeler Vitreous } hemnee coctindiy tx vane. Wihietinn: won't Jar 


Porcelain Enamel finish . . . easy to clean and keep clean .. .} them loose or cause poor connections. Yet 
impervious to the elements. It is designed to meet RLM | you can install or remove them with the 
Standards—also for all standard types of suspensions and | greatest of ease—and without breaking 


for individual or continuous runs. Easily accessible starter } sockets. 
The new lamp holder is ruggedly made to 


as ; i 
receptacles built into turret sockets. Sockets enclosed in steel ethene conte Ganilies, Mi ts eee et Oe 
housing for added sturdiness. The new Turret Line units are | money-saving, trouble-saving features of the 
available for two or three 40-watt lamps. : new Wheeler Turret Line. 





’ Investigate this new, improved line before you specify any re et — 
fluorescent fixture. For complete information, write Wheeler 


RLM SOLID NECK 
Reflector Co., 275 Congress St., Boston 10, Mass. 


INCANDESCENT REFLECTOR 
Maximum lighting efficiency indoors 
and out. Expertly designed, ruggedly 
built. Vitreous enamel only. 75 to 
1500 watts. 


Distributed Exclusively Through Electrical Wholesalers 





SERIES If, DUST-TIGHT UNITS 

. for Class II, ‘‘Group G & F”’ and 

Class III and IV hazardous locations. 

Hinged, gasketed cover. Supplied with 

3/16” Thick Sheet Glass, Water-White 

Plate Glass, or Tempered-Clear Safety 
A Plate Glass. 


MADE BY SPEC Al "UN LIGHTING EQUIPMENT SINCE 1881 
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PROFITABLE FOLLOW-THROUGH TO LIGHTING 
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With the COMPLETE KILLARK LINE you can take on more 
jobs...all the way through the fixture installations 
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for airports, railroad yards and 
crossings, safety zones, loading 
platforms, bridges, underpass- 
es, tunnels, — and in dairies, 
breweries, wash houses, etc. 





Xl A 
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for grain elevators, coal yards, 
cement plants, saw mills, wood 
working plants, wherever dust 
hazards occur. 


for hazardous locations wher- 
ever inflammables or explosives 
are handled — dry cleaning or 
painting plants, refineries, bulk 
storage plants, plastic or chem- 
ical plants, shoe factories, etc. 





for farm yards 
barns 
markets 
halls 
churches 
schools, etc. 





for direct or indirect entrance 
lighting of public buildings, 
passage ways, stairs, theatres, 
auditoriums, hotels, apartments. 





Send for the complete | 
Killark Catalog showing all of| 
the Killark Fittings and Fixtures 














— and Warehouses Atlanta, Baltimore, Boston, Chicago, 
enver, Los Angeles, Philadelphia, Pittsburgh, San Francisco, 
Snaitie: Sesaeees Vandeventer & Easton Aves. 


Offices: Cincinnati, Cleveland, Dallas, Detroit, Kans. City, 
Minneapolis, New York. ” i SAINT LOUIS 13, MO. 
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CRESCENT 
Makes. A Complete Line Of 
ELECTRICAL WIRES AND CABLES 












. 6 


TYP 
ELB 





_ 600 — 





| Distributed by principal electrical wholesalers 
throughout the United States. Their trained person- 
nel and stocks are available to service your needs. 


{| . Sat ane QO) 


res CRESCENT INSULATED WIRE & CABLE CO. 
TRENTON, N. J. 
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FOR GREATER EFFICIENCY greatly reduces maintenance costs and voltage loss. 
in light and power distribution, more and more industrial Its Wlore Effectent! Plugin @ Busduct saves 
plants are changing over to Plugin @ Busduct because... time in the installation and relocation of machinery 
9t2 TWtore Flerible! Plugin @ Busduct provides a and day-to-day maintenance of the electrical system. 
ready power source for new or old machinery anywhere 
along the line...and permits a quick change in plant 


Available in standard 10-foot sections, Plugin @® Bus- 
duct provides convenient plugin outlets every foot of 
layout without disrupting production. the way for @ Shutlbrak, @ Klampswitchfuz or @ 
Its Hore Economical! Plugin @® Busduct eliminates Circuit Breaker Plugin Units. Busduct capacities: 250 


costly temporary connections and long, expensive lead-ins; to 1000 amps., 575 volts AC or less. 


For more details, see your nearest @ Representative (he’s 
listed in Sweet's) or write for Busduct Bulletin No. 701. 


k e€dam Electric Co. 


ST. LOUIS 13, MISSOURI 
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There's plenty of speed and get-up-and-go in every Con- 
duit Pipe Product. Your customers know that Conduit 
Pipe Products mean faster, trouble-free starting an 


winning performance in these finer products. Be suré 


Representatives in Principal Cities 


_| CONDUIT PIPE PRODUCTS CO. 


—_ COLUMBUS, OHIO 





PIPE COUPLINGS - PIPE NIPPLES > ELBOWS, 90° AND 45° 






RUNNING THREAD + GOOSENECKS + WALLPLATES + EMT FITTINGS 
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LUMINOUS 
TUBE TRANSFORMERS 


A complete line of designs for in- 
door and outdoor applications 
with secondary voltage rating 
from 2000 volts to 15000 volts. 
Underwriter’s Laboratories ap- 
proved. Bulletin LT173. 





_ 


BELL RINGING 
TRANSFORMERS 


Trouble free performance is an 
inherent characteristic of Acme 
Electric bell ringing, chime and 
signalling transformers. You'll find 
replacement parts and rehand- 
ling dwindle to zero. 





ACME ELECTRIC CORPORATION 
678 Water Street 


VY R24 se 8 Re 








You can save time and money by 
ordering your transformer needs 
from Acme Electric. One source 
of supply means one order, one 
shipment, one invoice, one check 
and positive assurance that each 
and every order will be handled 
with appreciation. In addition, 
you will be supplying your cus- 
tomers with transformers and 
ballasts having construction and 
design features that guarantee 
better performance. 





FLUORESCENT 
‘BALLASTS 


For standard hot cathode, quick 
start, slimline and cold cathode 
lamps. Single, two, three and four 
lamp fixtures. Available for im- 
mediated elivery. Bulletins D167 
and 165. 





STEP DOWN TRANSFORMERS 


Here are specialties which meet 
the exact needs of many appli- 
cations. A wide market, a steady 
demand. We ship from stock. 


VOLTROL 





An electrical testing instrument 
that controls the range of voltage 


AIR COOLED TRANSFORMERS 





from 0 to 135 volts in a stepless 
range to provide exactly the 
voltage required for testing all 
types of electrical apparatus and 


Stock shipment on most sizes from 
1 10th KVA to 50 KVA. Single 
phase 60 cycle, 240-480-600 


volt primary, insulated and auto 


accessories. types. Bulletin 160A tells all. 
rAcme Electric manufactures Luminous Tube Transformers— 
Fluorescent Lamp Ballasts—Cold Cathode Lighting Transform- 
ers and Ballasts—Mercury Vapor Lighting Transformers— 
Radio and Television Transformers—Electronic Transformers 
—Door Bell, Chime and Signalling Transformers—Safety 
Transformers—Voltage Regulating Transformers—Step Down 
Transformers—Control Transformers—Warp-stop Transform- 
ers—Air Cooled Power Transformers—Rectifiers. 


IN CANADA: ACME ELECTRIC (CANADA) LTD. 
824 Notre Dame St., West Montreal, Que. 


Cuba, N. Y. 
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and "Skip-Defrost”’ 


Paragon exclusives! A flip of the finger sets the exact 
defrost cycle for any refrigerator. Adjustable from 1 
to 4% hours. Plus “Skip-Defrost” for storing ice cream, 
frozen desserts over night. 


A NEW HOME 
APPLIANCE... 


ee tio ‘if 


| _“DEFROSTS ... WHILE YOU SLEEP” | | _“DEFROSTS ... WHILE YOU SLEEP” | YOU SLEEP” 





——< 








Every Housewife a Prospect! 


Here it is! Paragon’s new appliance . . . ‘de-frost-it’. 


Converts any home electric refrigerator — regard- 
less of age — to fully automatic defrosting in less 
than a minute. No installation. Just plug it in. De- 
frosts home refrigerators automatically every night 
— after 1:00 A.M. Improves refrigeration. Saves 
food, time and electricity. 








“LIBERAL piscouNTS 
FOR REAL PROFITS 
WRITE FOR DETAILS! 





1630 TWELFTH ST 
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Exclusive finger-tip control sets the exact defrosting 
cycle for any refrigerator. Plus “Skip-Defrost” for 
storing ice cream, frozen desserts over night. 


Retails fast at $9.95 in the 25 million home refrig- 
erator market. Backed by extensive national ad- 
vertising. Completely merchandised. Write today 
for the complete ‘de-frost-it’ sales story. 


*K TRADE MARK REGISTERED 


Paragon tvectric company 


TWO RIVERS, WISCONSIN 
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GLOBE FIXTURES 
FOR DREAM HOUSE! 


Take the word of the World’s largest manufacturer of electrical equipment. 


GE says Globe Lighting Fixtures top the field in merit for use 
in the “Blanding’s Dream Houses” now being promoted nationally. 
And who is in a better position to know? 


Find out for yourself why Globe Lighting Fixtures 
rate this recommendation. Write today for full information 
on the entire Globe line of lighting fixtures. 


\ J LEADERS IN LIGHTING FOR OVER A QUARTER OF A CENTURY 


Grose Ligutine Prooucts. Ine. 


BROOKLYN, N.Y. LOS ANGELES, CALIF. NEW YORK SHOWROOMS 16 E. 40th ST. N.Y.C. 
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\ 
Fittings for 
® thinwall conduit 
® rigid conduit 


® metallic and non- 
pest-tted tb tommete de) (-] 


® flexible steel conduit 
® service entrance cable 
® grounding devices 


® lighting fixture fittings 






Fete tel b Co (oitbhac)e- Mme (eo) ammo) '(-) wmnC OMB grote) 


Sold Through pM Wholesa ers 


representatives in principal cities 


aanre west eiK-Yol salons cebiopmmorosscholobehy 


1639 walnut street ol sb Lore (0 fos WTI 


























NO WONDER- 
SHES USING 


GOLD SEAL 
TAPE! 











I YOU WANT a tape with a grip you can trust— 
try Gold Seal. Hot or cold... rain or shine... it 
sticks to the job—speeds the work. In every elec- 
trical field, it’s the favorite. 
Laboratory controlled production assures the 
lasting “tack” in the friction compound. And Gold 
Seal will not dry out, peel, or smear the hands. Its 


OY YW" 


top quality base cloth tears evenly, quickly, with- 
out raveling. 


NAS ae 


Stock up on Gold Seal . . . it’s tops in tapes and a 
steady seller. Single rolls and handy 10-roll con- 
tainers, each roll cellophane wrapped . . . consist- 
ently advertised. Jenkins Bros., (Rubber Div.), 
80 White Street, New York 13, N. Y. 


WW 





One 


JENKINS J /7 (V 9 fir- | 4 


Qu~ Jay 





FRICTION and RUBBER TAPES 
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Here are reasons why ballast and lamp must be 
perfecely matched: If open-circuit voltage is too 
low, flickering seriously reduces lamp life. If 
starting current is low, cathodes are heavily 
bombarded-—if too high, cathodes are over- 
heated. Both reduce lamp life. If operating watts 
are too low, light output will be cut; if too high, 
lamp will overheat. Even the shape of the current 
wave is a major factor in light output and lamp 


life. 
lamp-matched As a builder of both lamps and ballasts, G.E. 


is well aware of their inter-dependence. You'll 


ballasts find every G-E ballast matched to lamp require- 


ments—truly kind to lamps—good for fixture 
satisfaction. 













y 









7 j f ~ — 
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Kind to lamps 


ee ————-y 











With General Electric ballasts you can be certain that your cus- 
BALLASTS 
tomers will obtain full light output and long life from their CABLE 
LAMPS 
fluorescent lamps. Kind to lamps, quiet, long-lived, they are STARTERS 
; LAMPHOLDERS 
| worthy companions for your finest fixtures. Apparatus Department, les 
| & . Dependability 
General Electric Company, Schenectady 5, N. Y. etimetni 











GENERAL@ELECTRIC © 
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DUPLEX OUTLET 
No. 100i—Chrome Plated 
No. 200!—Ivory Wrinkle 


TOGGLE SWITCH 
No. |10i—Chrome Plated 
No. 210i—Ivory Wrinkle 





| BLANK 
| No. 120!—Chrome Plated 
No. 220i—Iivory Wrinkle 


2-GANG 
TOGGLE SWITCH 
No. 1102—Chrome Plated 
No. 2102—Ivory Wrinkle 






NOTHING 
| CAN TAKE THE 
PLACE OF 


Steel! 





2-GANG CO ‘{BINATION 

TOGGLE SWITCH AND 
DUPLEX OUTLET 

o. 130i—Chrome Plated 

©. 230i|\—Ivory Wrinkle 


ZZ 


No. 90!—Chrome Plated 
No. !190!—Ivory Wrinkle 














No. 903—Chrome Plated 
No. 1903—Ivory Wrinkle 


No. 902—Chrome Plated 
No. 1902—Ivory Wrink'e 
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SWITCH 


AND 


WALL 


PLATES 


All plates are packed in 
individual envelopes with 


the necessary number of 


plated screws in glassine 


bag. All chrome plated 


plates are paper covered, 


SINGLE GANG PLATFS 
Wt. per box chrome and 
ivory 3'/2 Ibs. Packed 25 10 
the box. 
2-GANG PLATES 

° packed 10 to the 
box. Wt. per box chrome 
and ivory 2 Ibs 


n 
HONER 
MFG. 


CO. 


412 SOUTH GREEN ST. 


Chicago 7, Illinois 


* 
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— TT find GUL ome | rane of 
p, STRAIGHT and ‘PARALLEL Comemnoaes 





in the Complete line 





Yes, it’s mighty handy to open your Penn-Union The Penn-Union Catalog also gives you the com- 
Catalog and pick the exact type you need. They’re plete line of Service Connectors, Tees, Cable Taps, 
all there—in a complete range of sizes: Bolted on Connectors, Lugs, Power Connectors, 
straight connectors . . . screw type . . . various split Preferred by leading users—who have found that 
sleeve types... shrink fit... universal clamps... “Penn-Union” on a fitting is their best guarantee 

E-Z connectors with yoke and nut, ete. of unfailing service. 





SOLD EXCLUSIVELY THROUGH WHOLESALERS 


PENN-UNION ELECTRIC CORPORATION 
ERIE, PA. 


Canada: Dominion Cutout Company, Ltd. 
250 Richmond St. West, Toronto 


unplete LINE OF CONDUCTOR FITTING: 


|[PENN-UNION 
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ew Westinghou 


WESTINGHOUSE LAMP DISTRICT OFFICES: 
10 High St., BOSTON; 2260 Peachtree 
Industrial Blvd., CHAMBLEE, GA.; 

20 N. Wacker Drive, CHICAGO; 40 Wcll 
St., NEW YORK; 3001 Walnut St., 
PHILADELPHIA; 419 Wood St., 
PITTSBURGH; 410 Bush St., SAN 
FRANCISCO; 411 N. 7th St., ST. LOUIS 
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-Wart Nite Lite 








FLUORESCENT BULB, WITH RATED LIFE OF 
3000 HOURS, OFFERS USERS NEW ECONOMY — 
AND GIVES YOU A FAST-SELLING PROFIT BUILDER 





This newest member of the Westinghouse fluorescent family 
offers you a new volume builder for those high-profit lamp sales. 
The Westinghouse Nite Lite is long lasting and economical to 
operate. It has an average useful life of one year. Even when 

it is used for eight hours every night. it costs less than a cent a 
month to burn. Point out these features to your customers and 
watch “em buy! 

Stores will buy them. too, for protective night lighting. ee! amy 
use them in rooms and corridors. Factories use them as markers 
on watchmen’s time-clock stations. 

Order your requirements now from your Westinghouse Lamp 
Distributor. Lamp Division, Westinghouse Electric Corp., 


Bloomfield, N. J. 


USE THIS ATTRACTIVE DISPLAY CARTON 
TO INCREASE YOUR SALES 


This eye-catching carton of twelve Nite Lites requires i . > er We, 
only 6" x 7" x 12" space when open. Bright display ¢ : Fy i 
card and window streamer also ‘available at no ; wv Nil 

cost from your Distributor. ' 


Westing 


PLANTS IN 25 CITIES 
OFFICES EVERYWHERE 
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nsus of the U. S. Dept. of Commerce. 
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The figures we use as basis for these monthly 
mparisons of performance in the electrical wholesaling 
ld are collected and compiled by the Bureau of the 


Business Index 
For the Month of May 1948 


Phe May 


panel aD electrical goods wl Olesalers 
reporting to the Bureau of the Census included 398 


, 


full-line wholesalers, 135 wiring supplies-construction 
materials distributors and V8 apphances-specialties 
wholesalers—631 firms with sales for the month to 
taling $117,994,000. Returns indicated that Mav sales 
were off an averave of & percent from \pril, repre 
senting a slight break in the upward sales trend which 
continued from February through that month 


Considered by class of house, and compared wit 


May 1947, sales of full-line wholesalers were up 7 per 
cent and apphances-specialties distributors’ sales wer 
up 9 percent. Sales of wiring supplies-construction 


" 1 1 1 4 e 
materials w wlesalers, However, were Of an average 


of 3 percent 


Stocks, measured at cost, remained ap 


proximately at the level of March and: April. Inven 


tories were 23 percent above May 1947, however, with 
the followmg figures reported for the three segments 
of the trade: Full-line wholesalers, up 22 percent; wi 
Ing supphes-construction materials distributors, 
percent; appliances-specialties wholesalers, up 3 
cent 

In terms of weeks supply and at the current. sales 
rate, end-of-May inventories represent about seven 
weeks business. The corresponding index for May of 


both 1947 and 1939 was six weeks 


Credit information submitted imdicated 


an accounts receivable turnover rate of once every 32 
days. This was a slightly slower rate than the 33-day 
average reported for May of last year. Appliances 
specialties distributors reported a 29-day turnovet 


period, or about one week shorter than the other tw: 


trade segments. 
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Boost your sales with Cell-Ceil... 


The most sought after modern lighting effect, louvered ceilings, is now 
available in quantity for any size jo». New lighting not necessarily in- 
volved. An integrated Sales Promotion Campaign will assure volume sales, 

® Easy to sell 

® Easy to install 

@ Easy profits if you act now 

@ Distributed through Electrical Wholesalers 

® Standard Trade discounts 


**Trade Mark Applied For 


FEDERAL ENTERPRISES 


FORMERLY FEDERAL ELECTRIC COMPANY 
8700 SOUTH STATE STREET 
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| reated louvered units iY, 
i for colorful, decorative lighting treatments 


Tk aS A ey we> | 


Cell-Ceil is the louvered ceiling that will — of sharp shadows. Cell-Ceil provides a uni- 


assure lasting beauty. Made in harmonious form lighting unit. 
decorator colors of Acme Galva-Bond* steel, Cell-Ceil standard light-weight sections, 


these Cell-Ceil sections cannot warp. Acme suspended from overhead, simplify installa- 


Cebe . ; ! tion problems in new construction or remod- 
valva-Bond* steel is a protection against a 
; eling. All sections match perfectly giving a 
loss of color or corrosion. ve a kil 


7 rend an continuous one-piece look, hiding ceiling 
With any type of lighting Cell-Ceil will 


pipes, sprinkler heads, ventilation ducts, 
reduce all direct vlare and give a soft, dif- ete.. yet provide easy access for relamping 
fused light. Also eliminates the bad effect — and cleaning. 

*T. R. Acme Steel Co. 











@&% 


Ceil, in harmonizing 


y aes colors, will give 

















wev' rooms vitality. Your 









lings will glow with 
“bight, warm colors. 
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| 
: - i Dept. CC-5 
; seer Federal Enterprises, Inc. 
: > see: = | ime 8700 So. State Street 
2 da rn Chicago 19, Illinois 


a.) 
+ im Gt sS 


Please send complete information about Cell-Ceil. 





ae POSITION 
FIRM 


ADDRESS 





CHICAGO 19, ILLINOIS 





CITY 





ZONE___STATE 
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Electrical Wholesaling BUSINESS INDEX 
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GION Maine, N. Hamp., Vt.. Mass., R. L, Conn.; REGION I: 


REGION 4—Minn., lowa, Mo., N. Dak., S. Dak., Nebr., Kans. ; \ 
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2—N. Y., N. J., Penn.; REGION 3—Ohio, Ind., Ill. Mich., Wis. : L. 


STATES COMPRISING GEOGRAPHIC DIVISIONS: RE REGION 5 








Del., Md., D. of ¢ Va... W. Va. N 





la.: REGION 6—Ky.. Tenn., Ala. Miss.: REGION 7 


a., Okla., 


lex., Ariz., 


Tex.; REGION 8—Mont., Idaho, Wyo., 
Utah, Nev.; REGION 9—Wash., Ore., Calif. 
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C.. & €.. Ga. 
Ark., 
Colo., N 
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satist 
, : . f pr 
KGLONALLY, all classes of houses combined, L F 
~ ° . . . . . *e as if 
sales were below the April level in each of the geo Figures in this table apply to the geographic divisions A 
graphic divisions. lhe decreases ranged from 1 percent as outlined and numbered in color on map above of = 
off in the New England States to 10 percent or more adG 
: ; in 
in the East North Central and West South Central re sport 
. if 
gions. All divisions reported sales as above May 1947, SALES INVENTORIES efiici 
' ' ( 
however, with increases ranging from 2 percent in the a one ae ‘th Trading |C ae th Th 
Middle Atlantic States to 13 percent or more in the ompared in “/, wi ili ompared in “/, wi | typic 
’ i egion i 7) 
West North Central and Mountain areas April May 3 April May Ito de 
ee . ¥ ee 1948 1947 (See Map) 1948 1947 hee 
Considered geographically, inventories for all divi this f 
sions were virtually unchanged from the April level, me i + 5 | . +34 elimi 
. 7 APES atte : — 7 + 2 2 +! +28 
ranging from a 1 percent increase in Middle Atlantic fallin 
— —10 + 3 3 —| +17 
and South Atlantic regions to a decrease of 2 percent a +16 4 _2 424 
in the West North Central States. Inventory gains ovet wa 2 4+ 5 5 +1 +24 
May 1947 varied from a high of 34 percent in the New — +10 6 anal +24 
england division to the 14 percent increase recorded «att +11 7 0 +34 
by the Pacific region. — 6 +13 8 —| +28 
In terms of weeks supply of inventory at the cut — 8 +1! 9 0 +14 
rent rate of sales, trade imventories represented 6.9 
weeks business Phis compares with 6.1 business for 
May 1947 and 6.0 for May 1939. The regional range Collections of accounts receivable ranged from the ( 
was from 6.3 weeks for the East North Central and 33 days reported by the New England and East North 
West North Central divisions to 7.9 weeks for the Central States to the 37 days reported by the West 
Pacific region North Central region. 












INDUSTRIALITE HIGH 
MOUNTING FIXTURE 
For use in railroad yards and 
roundhouses, steel mills, 
foundries — hundreds of heavy 

industrial installations. 


APPLETON LIGHTING EQUIPMENT 


Sell Appleton Lighting Equipment for lasting customer 
satisfaction, good will, and repeat business. Appleton Light- 
ing Fixtures more than meet every exacting requirement 
of properly planned lighting for profitable production and 

} lasting electrical construction. 

Appleton Lighting Fixtures are manufactured in a variety 
of types and sizes to fit virtually every industrial job — 
indoors and out. They are quickly, easily installed, require 
aminimum of servicing and deliver maximum lighting 
eficiency at low operating cost. 

The Industrialite High Mounting fixture shown above is 
| typical of Appleton specialized design. Ruggedly constructed 
}to deliver top performance under the most severe conditions, 

this fixture carries a flange on its cast aluminum hood that 
eliminates the possibility of the reflector jarring loose and 
falling to the growne. 


FOR HAZARDOUS LOCATIONS 


pleton offers numerous types and combinations 
ofa dependable explosion-proof fixtures. Also, Dust- 
Tight and Vapor-Tight fixtures in the 
exact type and size for your 

requirements. 


' FITTINGS « LIGHTING EQUIPMENT » OUTLET AND SWITCH BOXES + EXPLOSION-PROOF FITTINGS « R. 


Custom-made for profitable planned lighting, every one 
of the products in the Appleton Line of lighting equipment 
represents the combined result of top quality materials and 


expert engineering: STANDARD FOR BETTER WIRING. 


SOLD THROUGH ELECTRICAL WHOLESALERS 


APPLETON ELECTRIC COMPANY 


1734 WELLINGTON AVENUE + CHICAGO 13, ILLINOIS 


nh Off ces: NEW YORK 50 Church St. © DETROIT rand 
CLEVELAND ¢ ve © SAN FRAN }. 655 
LOS ANGELE 100 
—E « BIPM! NGHAA 
Se Pi 


Convenient purchasing 

city, Milwovkee guide, listing more thao 

epresentotives inter. 15,000items Mailedfree 
New York 4. N.Y upood request 


INDUSTRIALITE 
ANGLE FIXTURES 


Designed to meet 
the most severe 
industrial require- 
ments. Supplied 
withcastaluminum 
hood which carries 
flange to prevent reflector 
from becoming discon- 











Make sure y 
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THE BEST WIRE OR CABLE for a job?... 
trouble to be ironed out? See that your customers 
are always right, by calling in your Roebling 
Field Man. His knowledge and experience 
afford ready answers to wire and cable questions 
... he’s a trouble-shooter who shoots business 
your way. 

As a Roebling electrical wholesaler, cash in on 


this service whenever questions and problems 





| * WIRE ROPE AND STRAND * FITTINGS * SLINGS 
/ * SUSPENSION BRIDGES AND CABLES *% AIRCORD, 
| AIRCORD TERMINALS AND AIR CONTROLS *% AERIAL WIRE 
ROPE SYSTEMS * ELECTRICAL WIRE AND CABLE 
* SKI LIFTS * HARD, ANNEALED OR TEMPERED 
HIGH AND LOW CARBON FINE AND SPECIALTY WIRE, 
FLAT WIRE, COLD ROLLED STRIP AND 
COLD ROLLED SPRING STEEL * SCREEN, HARDWARE 
AND INDUSTRIAL WIRE CLOTH * LAWN MOWERS 
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ARE ALWAYS RIGHT 


Active sales and service cooperation, however, is only one part of 
the Roebling program to help you win more business. The program 


is four-fold and gives you these other outstanding advantages: 


A COMPLETE LINE... more than 60 types of wire and cable for every pur- 


pose ... all made to Roebling standards for long life and top performance. 


AGGRESSIVE ADVERTISING in business and industrial papers . . . page 


and double-page color messages that reach your market fully and effectively . . . direct 


mail literature describing specific types of wire and cable. 


BRANCH WAREHOUSES strategically located and fully stocked to help you 


assure prompt, efficient delivery service. 





come up. You'll find this technical assistance a 
profitable sales help... always available, a de- 
pendable builder of customer good-will, and 
making it easier for you to book additional orders 


for Roebling products. 


JOHN A. ROEBLING’S SONS COMPANY 
TRENTON 2, NEW JERSEY 


Branches and Warehouses in Principal Cities 


JR 


ROEBLING 








BACK-WIRED 
wie) DUPLEX 


T-SLOTS * DOUBLE SIDE CONTACTS 
PLASTER EARS 


This advanced design provides 
for either back wiring or side 
wiring with equal facility. Back- 
wiring feature makes easier, 
more secure installation. Built-in 
stripping guide assures correct 
stripping; eliminates exposed 
wire. Individual terminal clamps 
hold wires with a no-slip grip. 
Other structural features are: 


Large recessed binding screws, 


ample for No. 10 wire; 
Strong plastic base; 
Double T-slots; 


Double side contacts; 


Washer type plaster ears. 
Listed as standard by Underwriters Laboratories, Inc. 
and meets all high-grade specifications. Specify No. 
9260 for brown plastic base; No. 9260-1 for white 


Ivorylite. 


10 AMPS. — 250 VOLTS 15 AMPS. — 125 VOLTS 











i 


' 


i 
i 





© 





CONVENIENCE 
OUTLET | - 


@ Large Recessed Binding ( 


Screws 
@ Ample for No. 10 Wire 


@ Strong Plastic Base 


@ Double T-Slots 


oe 


@ Double Side Contacts 


@ Washer Type Plaster Ears a 


To Arrow - Hart & Hegeman Electric Company, Hartford 6, Conn 


Send us your catalog data-sheet on the new 9260 
Back-Wired Duplex Convenience Outlet. 

Name 

Firm 

1ddress 


City & State 


HARTFORD 6, \ 








= 





























] Strip off insulation to exact length, quickly 
* and easily, using built-in stripping guide. 








Loosen terminal screw — Wire stripped to 3 Tighten terminal screw — Individual clamps 
. 


correct length is inserted from back. 





grip securely with no exposed wire. 
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Sometimes it is difficult for an editor to 
to the right party, 
right measure, at the right time, and this August 


Credits 
give credit where credit belongs 


issue is particularly difficult in that respect but—here 
we go: We thank the National Electrical Whole 


salers Association for permission to present herein to 
he entire industry the report of its Warehousing 
Committee, and we believe that the broadminded atti 
tude which prompted the granting of that permission 
will result in far-reaching benefits to all. 

lo the Committee of NE 
\W.A., to its able chairman J. J. Kaske, to those many 


wholesalers who contributed data, drawings and photo 


entire Warehousing 


graphs for inclusion in the committee's report and to 
N.E.W.A.’s headquarters staff, we extend our sincere 


hanks and appreciation for most excellent coopera 


Finally we thank the 


aving supplied the photograph shown on the cover 


lfowmotor Corporation for 


this issue, 
lt is our hope that our presentation of the material 
will bring to all who cooperated with us a sense of 
igh satisfaction in having had a part in the execution 
a worthwhile work. 


* 


formed 


Watch them 


the habit of doing an intensive check-up on the status 


If you have not already 
vour customers’ credit, better start in right now 
ind do it often. 

Dun & 


ype On business failures steadily, year in and year 


Bradstreet, Inc., keeps its statistical stetho 
and what the figures show just is not good for 
Not only the mumder 
failures is rising sharply. } he : ; F liabil 

lailures is rising sharply, but the amount of habilt 


ur bad-debt reserve account. 


es is trom two to five times as large as was the cvs 


he same classification before the war. 


It's the wash-out that had to be expected and has 


thing to do with current business conditions. the 

iy to keep from having to warm “the mourner’s 
ae 

| 


nch” 1s to get tough early 
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PIMIES and 


first appeared, month after month has passed into 


Guest Editorial “since PRENDS 
history with each issue interpreting the 
of the 
industry. 
“Whenin May 


salers 


sighniiicanee 
current times and trends in the electrical 
1948 the National Electrical Whol 
\ssociation celebrated its Fortieth birthday at 
suffalo, that 


and IELECTRICAI 


event marked an important mulestone 


W HOLESALING rendered the industry 
a valuable service making it the occasion for reviewing 
and spothghting the high meaning of those years of 


progress 


‘It is worth noting that forty vears ago in the then 


infant electrical wholesaling industry there were 


enough men of vision who knew that by banding to 
gether to consider their common problems the group 
would find a better solution than the individual could 
hope to reach 

“Tf at that time just for the benelit of those pioneers 
some mystic power could have thrown on a_ screen 
a preview of the stresses and strains, 


velopments, conquests and 


problems and Me 
defeats, that the ensuing 
thirty-three vears of peace and seven years of two 
world wars would bring, probably some members of 
the group would have quietly folded their tents and 
gone home, to seek a business that would be less chal 
lenging and more secure. 

“But there was no magic lantern to cast a prophetic 
picture and so the members of that small group went 
home and bent to their job, until they had carved the 
recognition of and the need for the wholesaler’s spe 
cialized services into the marketing structure of the 
whole electrical manufacturing industry. 

‘In the forty years since that time manufacturers 
have made and wholesalers have sold those untold 
billions of miles of electric wires and cables that today 
bind our country together closely—from the Atlantic 
to the 


“In those forty vears manufacturers have made and 


Pacific. 


wholesalers have sold the controls and equipment that 


hight our homes, schools, industrial plants and. stores, 
the motors and controls that perform the hard work ot 


the nation 















Build future sales with this| 


and 











BullDog’s Field Engineers welcome the electrical distribution layout 

























opportunity of sitting in with Electrical mean savings in installation and main- 
Wholesalers and Contractors in the early tenance costs, as well as highest effi- 
planning stages of.a building project. ciency and reliability in actual opera- 
Their special knowledge and experience tion. Why not take advantage of this 
frequently contribute to an outstanding prebuilding service? 


a 





Operator checks a bank of BullDog Vacu-Break Safety Switches. & 
BullDog manufactures Vacu-Break Safety Switches * SafToFuse Panel- 
boards * Superba and Rocker Type Lighting Panels * Switchboards * 
Circuit Master Breakers * “Lo-X" Feeder BUStribution DUCT * ‘Plug- 
In" Type BUStribution DUCT * Universal Trol-E-Duct for flexible 
lighting * Industrial Trol-E-Duct for power tools, cranes, hoists. 














































VACUUM 
AREA 
: LINE & LOAD i 
" CONTACTS 
ARC CHAMBER DIVIDES ARC — CHAMBER @ ARE 
iS CLOSE CHAMBER IN- CLOSE FITTING 
FITTING TO TO 2 CELLS, FOR PISTON 
EXCLUDE AIR ISOLATING - ACTION. 
LINE & LOAD | 
CONTACTS. — 
L__ LOAD 
RUPTURING THE CIRCUIT, the quick outward 
IN FULL “ON” POSITION, the partitioned arcing movement of the housing on the close-fitting sto- 
chamber carries the free-floating contact slug in tionary contacts creates a piston action to reduce 
perfect alignment between the “LINE” and the amount of air in the arcing chamber. Simul! ll 
“LOAD” contacts. The ‘Clampmatic’’ pressure taneously, magnetic blow-out effect forces the arc 
spring assures contact tight as a bolted connec- away from the contacts and against the chamber 
tion for cool, efficient operation. walls for final dissipation " 
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dependable Safety Switch 


= EPEAT sales come easy when the ice 
is broken by such a dependable per- 


former as a BullDog Vacu-Break Safety 
Switch. It gives years of efficient service 
to enhance your prestige as an electrical 


wholesaler. 


Vacu-Break means real safety 
Break 


arcing cannot get out of con- 


With BullDog Vacu- 
Switches, 


trol. 


Safety 


When contact is broken, the limited 
air supply automatically snuffs out the 
are in an instant. The special, exclusive 
construction of the arcing chamber all 
but eliminates arc entirely. 


CLAMPMATIC feature 


assures contacts 


And the 


tight as a bolted connection for cool 


operation. 
All ways, Vacu-Break Safety Switches 


are better. Safer . dangerous ares are 


curbed. More efficient power flows 
smoothly. Longer lasting . . . wear due 
to burning and pitting is drastically 


reduced. 


Repeat sales 


Satisfied customers are your best pros- 


pects for repeat orders. One way of in- 


suring satisfaction is to recommend 


BullDog Vacu-Break whenever a switch 


is called for. This highly efficient unit is 


a pathfinder for future sales in all Bull- 


Dog electrical distribution equipment. 


BULLDOG ELECTRIC PRODUCTS CO. 


IN ALL PRINCIPAL CITIES 
TORONTO 


DETROIT 32, MICHIGAN 








CONTACT 
SLUG 






PARTITIONED 
ARC CHAMBER 














FIELD OFFICES 
IN CANADA: BULLDOG ELECTRIC PRODUCTS OF CANADA, LTD., 





The Vacu-Break principle is applicable to BullDog BUStribution DUCT power 
taps, too. This tap-off device plugs directly into the system and furnishes addi- 
tional control over an individual machine below. 












STATIONARY 
LINE & LOAD 
_JCONTACTS 
SUPPORT & 
GUIDE THE | 
MOVING ARC } 
ee 
rd 
we | 
ce 4 
ul IN FULL “OFF” POSITION, the stationary “LINE” 
ire nd “LOAD” contacts remain partially inserted 
er n the enclosed arcing chamber, effectively sealing 
them against dust and dirt. H EADQUARTER S FOR 
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CARRYING THE NEWS OF 
INSULATED ALUMINUM CABLE 
ECONOMY TO EVERY CORNER 


OF AMERICA 
{eur 


F rte AU 


.s8 dS 











- a 





a 
ae 


3,700,000 people buy The Saturday Evening Post each 
week. From three to five times that many read it. ‘To those 
15,000,000-plus readers, Aleoa has been telling the story of 
aluminum’s economy and easy handling. Full-page, full- 







color advertisements urge them to figure it in aluminum. 

















Among those 15,000,000 readers are the men who make 


The BIG difference 
Is in your COSTS! 


industry's decisions on wiring. Plant and utility engineers. 
Architects. Builders. Your own men. And the men who 






make the decisions aren't just reading about aluminum, 
Theyre buying it. 





Aleoa makes the light, strong, conductive E.C.* Alumi- 
num, which leading wire and cable manufacturers draw, 
strand and insulate, and sell under their own trade-marks. 
They have it now. 

ALuminum Company or America, 1442 Gulf Building, 





Pittsburgh 19, Pennsylvania. 


YOUR SUPPLIER HAS IT 


ALUPAINWDA = 














FOR ELECTRIC WIRE AND CABLE 
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(Continued from page 57) 

“Through those forty years manufacturers have 
iade and wholesalers have sold those millions of 
lectrical home appliances that would clean and 
ash, iron and sew, cook and clean up; they have sold 
ther millions of radio sets that bring music, ideas and 
ntertainment into our homes. 

“Ever eager to uncover new methods of making 
nd using electricity, searching engineers have built 

achines to generate crashing voltages and learned 
how to make control devices and insulations that 
vould keep those voltages within bounds. 

“Electricity has been sent probing into far distances 
ind has been taught how to put on a glowing screen 

ie picture of a battleship or a mountain or a plane, 
miles away; its waves have been sent across space to 
the moon and carried the echo back to earth; it has 
helped to split the atom and to hasten the coming of 
the Atomic Age. 

“While forty years ago at least a corner of the 
curtain concealing the Electric Age had been lifted, 
today, as we stand at the threshold of the Atomic Age 
we can only lift our eyes in awe and see a curtain that 
seems to gleam at once enticing and forbidding. 

“Let come what may, certain is that, like coal and 
oil and water power, so also will atomic energy be 
harnessed to the task of generating that universal 
servant—electricity. 

“Those millions of miles of wires and cables that 
today carry the current made by existing means will 
just as readily carry the current generated from atomic 
energy. Those millions of means by which electricity 
is applied to do the tasks of man will function equally 
well. 

“During the forty vears that have passed the elec 
trical industry and the wholesalers have seen stirring 
TIMES and often awe-inspiring TRENDS merge 
into a record of undreamed-of progress and accom- 

lishments. 

“Now, as we learn how to bend atomic energy to do 
ur needed peace-time tasks, we shall inevitably .find 
vider opportunities and vastly expanded markets for 
ll things electrical. In fact, the next forty years may 
ell carry our industry through challenging TIMES 
and awe-inspiring TRENDS to such heights of prog 


= 


ress and accomplishments as few of us of today can 
envision or our minds can comprehend. 
“Certain is that, come what may, the electrical 


holesaler will be needed more than ever before in 
hat greater electrical age of the future, which the 
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arrival of the atomic age has made our heritage. 


x 

“Deus Vobiscum.” 

(No! We have not circulated among our friends, casting 
bait that would induce one or more to take the hook and agree 
to write us a “guest editorial,” just because an epidemic of 
guest editorializing seems to be in the making. 

It just so happened that one of our readers felt the urge to 
write us some thoughts that had surged for expression after 
attending N.[.W.A.’s Fortieth Anniversary Convention at 
Buffalo and after reading ELecrricaAL WHOoOLESALING’s 40th 
Anniversary Issue (April 1948) 

We compliment the author on having done a masterful bit 
of editorializing and we appreciate the permission to print it 
but, we regret sincerely that that permission carried with it the 
request “Don't mention my name.” We comply 

The Editor 


reluctantly 


* 
100 Millionth Motor Car — Says the Na 


tional Automobile Dealers Magazine in August 1948: 
“Somewhere, sometime this month, some manufac 
turer will produce the 100,000,000th American motor 
vehicle. Whose it is no one will ever know, but the 
historic machine will take its place in the transporta 
tion system as the new milestone of the first half cen 
tury of automobile production.” 

Now—when, where, how the 100 millionth vacuum 
cleaner, washing machine, refrigerator. Wed really 
ike to know. 


* 


It’s Really So \t the end of June more people 
had jobs than ever before (61,296,000) and job 
holders were getting the most pay ever recorded in 
the history of this country. That means purchasing 
let it be said to the credit of the 


longer using their purchasing 


power 1s at peak but 
all people Ar¢ no 
power willy-nilly. Prices on some lines of goods were 
PRESTO 
to nothing. Meats have gone so high in recent weeks 
the food 


pushed too high and sales dropped down 
that the best merchandisers in the country 
chains—no longer advertise roasts and steaks and 
chops, and that means cutting down demand for meats 
by at least 10 percent. 

Mr. and Mrs. Public have a keen sense of values 
and they are going to salt their surplus out of high 
wages away rather than get soaked outrageous prices. 
\s they can’t get bread at less than cake prices they 
are even eating less bread and no cake. 

That's all to the good for the long pull. 


. 
fw 


EDITOR 










ACCLAIMED! DEMANDED! The Smash Hit of Modern Lightir 


SLIMLINE 


Commercial Fluoresce; 
LUMINAIRES 



































EXCLUSIVE! Featuring Exclusive Sectional Construction 
Sectional Construction for Easy, Safe Handling and Quick Installation 


ore orton dee 5g ... With beautiful ‘New Look” styling 


carton! 





The new MITCHELL Slimline Fluorescent Luminaire is easier to handle 
and install than any other 8-foot fixture available. Here’s why: This 
™ unit features an exclusive construction in fwo four-foot sections, all 


4 ready to slide together to make a single sturdy 8-foot Slimline unit. It is 

shipped in a four-foot carton (much less liable to damage ). Each section 

Sectional Construction as- y mounts separately on its Own mounting plate to join perfectly as a 
sures safer shipment and - : r 


single, smooth 8-foot unit. Installation is an easy one-man job—no 


easier installation—not pos- : ‘ é : 
hazards, no struggling with unwieldy ordinary 8-foot units. 


sible with fragile, hard-to- 


amp eauneray O-feet unite Another MITCHELL exclusive is the hinge louver. This beautifully- 


contoured louver frame (Model No. 340) hooks quickly onto the basic 
open-type fixture—swings down on patented “‘trunk-lock”’ hinge mech- 
anism for easy relamping and cleaning. Other practical MITCHELL 
Slimline advantages include instant-start, no-flicker operation, longer 
lamp life, reduced maintenance, and handsome ‘new look” styling. 


of the ordinary type. 


— 


The basic open-type unit is available in two models: No. 3020 with 
200 milliamp ballasts; No. 3020-B with 300 milliamp ballasts. Chan- 
nels are all-steel, finished in white baked enamel; beautiful end-pieces 
are die-cast, in Satin Aluminum finish. Units may be installed Pinel Wl 





: * to. . = 
Ss or in continuous rows, either flush or pendant mounted. 
A ! te ” oe ati ail ‘ a : rht- 
\. — Exclusive ‘Trunk Lock For supremely easy installation, wonderful versatility, and superb ligt | 
) Hinge Louver ing efficiency, the new MITCHELL Slimline Luminaire is without equal 
oe in the field of modern commercial lighting application. 


WRITE TODAY for MITCHELL Bulletin No. 322 which | 
gives full illustrative and descriptive details on Amer 
ica’s finest Slimline Luminaire. 


Mitchell Manufacturing Company 
2525 CLYBOURN AVENUE, CHICAGO 14, ILLINOIS 

In Canada: Mitchell Manufacturing Company, Ltd., Toronto, Canade 
FIRST CHOICE Far West: Complete Modern Plant and Sales Office of Los Angeles 


Serves the Entire Pacific Coast Area 
IN LIGHTING 


1019 NORTH MADISON AVENUE, LOS ANGELES 27, CALIFORNIA 


Send for Your MITCHELL 
POCKET CATALOG NO 325! 
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Pacific NEWA Members Study 


Today’s Management Problems 


Customer credits, improving sales efforts, appliance market and 


interdependence among topics as Pacific Zone NEWA convenes. 


Record gathering at Sonoma, 


NONOMA, ( 
J problems of 
ing industry took the attention-of the 210 


ALIF. 


the electrical yholesal 


Operational 


wholesalers, manufacturers’ representa- 


tives and guests who met here June 2-4 
for the Pacific Zone Convention of the 
National Electrical Wholesalers Associa 


tion. An impressive list of local, regional 


and national speakers, covered such 
everyday working problems as protecting 
customer credits, the need for assisting 
and improving specialty selling, the im- 


helping dealers develop the 
for the 


indus 


portance ¢ f 


replacement market appliances, 


western power shortage and the 


try’s program of electrical interdepen 
dence. 


all 


wholesalers 


From the eleven western states, 


electrical and their industry 


guests met in this secluded Valley of the 





KEYNOTING the Pacific Zone Convention of the National 


Electrical Wholesalers Association, at which 210 members and 


industry 


Moon 


for a 


three-day 


convention 


for three days work and play 


that 


included two general sessions, the private 


chairman’s 


dit 


ner, two 


afternoons of 


competitive golf and the closing golf ban 


quet 


Chairman E. E 


tries, 


Presiding 


An 


Los 


Balzari, zone s 


eral session chairmen, Harry 
Electric Supply, 


ver, \W esco, Le 


herent 


aL 


level 


Davis, 


( 


ne 


Small 


problen 
as busir 


for 


small electrical 


the 


geles, 


ecretarvy, 


Wholesaler’s 


is which 


1es8s 


Karsten, 


meeting 
Gough 


assisted 


are 


Was 


by 


Zone 
Indus 


R. A. 


and the two gen 


Perl, State 


Oakland, and L 
Ss Angeles 


showing 


approaches a 


G Ber 


Problems 


wholesaler has in 


up 


normal 


of operation, according to Geo. P 


general 


Klamath 


was E. E. Karsten (second from left), zone chairman. A. 


dugust, 1948—ELECTRICAL WHOLESALING 





manager 
Falls, Ore 


guests studied down-to-earth operational problems, 


D. 


the 


Li renz 








Unlike wholesalers of most hard goods, 


he said, the small electrical jobber faces 


an industry situation in which the mat 
ket “is covered on one hand by a limited 
number of national manufacturers’ out- 
lets who sell products manufactured by 
items 


their principals, plus a number of 


purchased from independent manufac 
turers, and on the other hand, by the 
several hundred area distributors who 


sell items manufactured by independent 


concerns, plus a limited number of items 


purchased from the so-called national 
manufacturers with owned distribution 
outlets.” 

Mr. Davis was prevented from attend 


ing the meeting because of the heavy 
floods in Oregon, but his paper was read 
Mr 
senting the problems, M1 
the 


small wholesaler, but also 


to the gathering by Balzari. In pre 


Davis outlined 
not only what manufacturers could 
do to assist the 


what the wholesaler could do to improve 


his position and his relation to the large 
manufacturers 
\ big problem to the small wholesaler 


the I 


policies set up by 
Whereas the 


manufacturers make rigid rules regarding 


today is discount 


the manufacturers, he said. 
the size of the cash discount and the 
dates, 


pay 


with 


ment the wholesaler is faced 


(Continued on page 102) 





Johnson (third from left) advised the wholesalers to protect 
their customers’ credits by setting up good credit departments. 
The convention program was arranged by Louis G. Berger (ex- 
treme left) and Harry Perl (extreme right). 
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FOUR-TONE 


a 





CHIME 





sensibly priced 
for volume sales 


Simple, trouble-free, sealed mechanism plays 
friendly four-note Westminster 
Chime melody for front door... 
a single note for the back door. 
Smartly designed case finished in rich ivory 
with polished brass trim. Four 1-inch special 
alloy brass tubes produce warm, deep tones. 


Adjustable volume control. 


ORDER Model E-4 

Size: 51” long, 7!/2” wide, 37/4” deep. 
Packed one to the carton. 

Shipping weight—10 lbs. 


$79 2 


* 
Complete with Transformer Belg (7ll 
MANUFACTURING COMPANY 


SINCE 1924 
MINERVA, OHIO 
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N.E.W.A.’s Warehousing Committee meets. T eft to Richt: 














i 





A. Bvers, N.E.W.A.; E. M. O’Don-ell, E. M. O’Donrell Co.: W. M. 


Renn, N.E.W.A.; J. J. Kaske, Wesco; C. G. Pyle, N.E.W.A.; J. Gross, Wesco; E. W. Cashman, Graybar; A. J. Parsons, G.E. Sup. 


Improved Materials Handling 


Boosts Sales and Service 








oe D. M. Salsbury 
Chairman, Apparatus & Supply Division, 
N.E.W.A. 
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"No other committee has contributed more factual oper- 
ating data for the benefit of every single member of the 
entire Association, perhaps, than has the Warehousing 
Committee. At this convention they are responsible for 
another innovation which, | believe, will meet with your un- 
qualified approval. | refer to the exhibit of materials han- 
dling equipment and warehousing aids which has been 
provided here by the efforts of John Kaske, the committee 
chairman. It is vital to the best interests of all of us to plan 
ahead so as to offer our customers prompt and efficient 
services at the lowest possible cost. A substantial begin- 
ning toward that end can be made in our warehouses. The 
report of our Warehousing Committee, and the exhibit 
which will supplement it, will emphasize this point." 


(An excerpt from Mr. Salsbury’s report 
presented at Buffalo—May 3, 1948.) 
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SKELETON storage racks as illustrated above are used for storing small quantities of standard package goods. G.E. photo. 
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Report of 


arehousing Committee 


P, resen f — 


J. J. KASKE, Chairman 
E. W. CASHMAN 
E. M. O°’DONNELL 
A. J. PARSONS 
also 


J. C. GROSS 


W. M. FENN, Esq., Counsel 


Mareh 26, 1948 


Members of the Committee: 


Westinghouse Electric Supply Co. 
Graybar Electric Co., Ine. 
O’Donnell Distributors Co., Inc. 
General Electric Supply Corp. 


Westinghouse Electric Supply Co. 


Association’s Staff: 


ALFRED BYERS, Seerctary 





Meetin 


New York, N. Y. 
New York, N. Y. 
Syracuse, N. Y. 
Bridgeport, Conn. 


New York, N. Y. 


CHAS. G. PYLE, Managing Director 





Handling With Pallets 
And Lift Trucks 
The 


meeting, 


1946 


wholesalers 


Committee, at their 
suggested 
should investigate the latest mechan- 
ical devices and products available 
for materials handling in order to 
take advantage of labor saving de- 


vices. Pallets were mentioned by 
the Committee as one means of 
materials handling under certain 


conditions. 

During the past several years, and 
especially since the last meet‘ng, it 
is evident that there is developing 
need for an automatic lift 
truck with pallets not only for ma- 


more 


jor appliances, but many other 
types of materials handled in the 
warehouse through the use of pal- 


lets. 
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is that this 
of materials handling saves a 
siderable amount of money in 
dling material; the truck can be 
run directly into a car and then 
again into the warehouse, and the 
material stacked in the 


The contention type 
con 


han 


space SO) 
provided, 

lurther discussion indicated that 
some members have found the use 
of pallets and lift trucks a material 
means for reducing the cost of ware 
house handling. The lift 
trucks is applied principally to the 


use of 


handling of major appliances. Pal 
lets, however, are used not only in 
the appliance field but also for such 
items as armored conductor, for ex- 
ample, with substantial savings re 
sulting from this type of handling. 

()n the other hand, one member's 
experience has caused him to re 


WHOLESALING 





the use of pallets. It 
emphasized that the use of pallets 


duce was 
requires a warehouse of the right 
type with adequate ceiling height 
and floor space for the proper op 
eration of pallets and lift’ trucks. 
IXxperience indicates that trucks of 
1,000 and 2,000 Ibs. capacity 


now most generally used. 


are 


The Committee recommends that 
a 1,000 Ib. lifter is most adaptable 


for general use. It is the Commit 


tee’s recommendation also — that 
where wholesalers are inclined to 
give serious consideration to the 


use of lift trucks, they request the 
manufacturer's representative — to 
call on them for the purpose of sur 
veying their operating requirements. 
lor the most economical operation 
initial the 


gasoline 


lowest cost, it 


that a 


and was 


belief 


Committee's 














truck and pallet operation saves both time and labor. 


driven litter with water condensing 


mutiler meets this requirement 


Study of Packaging and 
Labeling Problems 


lhe Committee authorized the ap 
pointment of the following special 
Sub-Committee to study problems 
related to packing and labeling 
|. J. Naske, Chairman 
kK. W. Cashman 
ke. Al. (Donnell 
\. |. Parsons 


lhe following subjects were sug 


gested for the Committee to con 
sider this time: 

l. The proper packing of major 
appliances so that they can be 
ethetently handled by fork 

lifters (and without pallets ). 

2. Types of packing and cat 
tons most adaptable for such 
items as wire (in cartons) and 
pole line hardware, wiring de 
safety 


vices, switches and 


breakers, panelboards, conduit 
fluorescent 


fittings, fixtures, 


etc. 


7 
placed in standard cartons 
] 


suggested 


} Improvements to be 


3. Most practical quantities to be 





in the packing by manufac 
turers of breakable items such 
] 
i 


as residential ighting 


Damage in Transit 


\t the request of the Major Ap 
pliances Comittee, this Committee 


discussed the problem of damage to 
crates and packages in transit. The 
consensus of the meeting was that 
this condition is now materially im- 
proved, This conclusion was reached 
on the basis of the Committee's 
members own carefully undertaken 
surveys which disclosed that this 1s 
no longer an acute problem. They 
pointed out, during the discussion 
on this subject, that where material 


Is properly packed, freight claims 


for damage are paid by carriers 


without anv unusual difficulties. 
lhe Committee was interested in 
whatever opinions for overcoming 


this problem the \ssociation of 


\merican Railroads and the Amet 
ican Trucking Associations, Ince., 
might offer Phe \ssociation’s 


office was requested 
both 
\ssociations in an effort to obtain 
+] 


headquarters 


to direct inquiries to these 


is Information 
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THIS METHOD of feeding a mezzanine storage area by fork 4 REVERSIBLE belt-type conveyor, provided with push- 
button controls, permits starting and stopping at either end. 


Demonstration Sales 
Control Board 


lhe Committee was requested to 


consider how an electrical supply 
wholesaler or appliance distributor 
might best adapt to his use, the 
Demonstration Sales Control Board 
a device to show the movement of 
merchandise in an establishment. 

It was the Committee’s conclu 
sion that this device was not appli 
rathet 


cable to warehousing but 


might 
held. 
referred to the Sales Promotion and 
Sales 


be a device to help in the sales 
\ccordingly this subject was 
(Committee for its 
further consideration. 


l raining 


Borrowing on Inventory 


\ he oklet 


ventory to Finance Your Business” 


‘Borrowing on In 


was referred to the Committee for 
its consideration. It was the con 
sensus of the Committee that this 
was a subject not within the pro 
vince of the Warehousing Commit 
tee and it was suggested that it be 
referred to the Time Payment 
l‘inancing Committee for its stud) 
and possible recommendations. 
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Wire Measuring Equipment 


The Committee spent some time 
liscussing developments with re- 
gard to Wire measuring equipment, 
to which this Committee’s reports 
have referred in the past. 

This subject is constantly under 
consideration by the Committee and 
its individual members. 


( 


Committee’s last 


Since the 
report, however, 
there have been no notable or prac- 
tical developments and consequently 
no further report in this field can 
be made at this time. 


Utilization of Warehouse Space 


lime was devoted to reviewing 
that portion of this Committee's re 
port of its meeting of March 25, 
1947, published under the heading 
tilization of Warehouse Space.” 
\ number of recommendations were 
made in that regard in that report. 
\t this meeting, the Committee 
submitted suggestions for the use 
the following additional equip- 
ent, which experience proves 
would help to save warehouse space: 
a. Din for steel conduit coupling. 
b. Bin for steel running thread 


nipple 


coupling 





August, 1948—ELECTRICAL 


HOLLYWOOD Wholesale Electric demonstrates the con- 
venience of delivering packages via the conveyor system. 


c. Racks for angle iron elbows." 

d. Bin for insulation material. 

e. Din for special lamps, etc. 

f. Combination — steel — shelving 

and file storage bin. 

Wood or steel assembly rack 

h. Warehouse tables for pack 
aged stock. 

i. Second deck for warehouse 
table for packaged stock. 

j. Shelf for tables. 

k. Narrow shelf for tables. 

l. ‘Table for pole line hardware. 

m. Second deck for table for pole 
line hardware. 

n. Shelf for table for pole line 
hardware. 

o. Suggested assembly and pack 

large 


ing room layout for 


house operation employing 


two packers. 


Conveyors 


The Chairman offered the follow- 
ing observations with regard to the 
use of conveyors and with which 


observations the members present 
concurred : 

“The use of conveyors for han 
dling materials is increasing by leaps 


and bounds, and it is apparent, from 


WHOLESALING 


ONE electrical wholesaler installed revolving bins as illus- 
trated above for storing small parts. 





the displavs at the Materials Han 
dling [-xposition and the number of 
installations that our own company 
has made, that this phase of han 
dling operations is also due for im 
portant expansion, and this is veri 
hed by the 
reports. 


number of survey 

“In the light of plans which call 
for expanded use of industrial 
truck equipment, further interest on 
the part of wholesalers should be 
in the selection of .the proper han 
dling devices for the proper han 
ding job, and in the projected in 
crease in the purchase of conveyor 
equipment. Conveyor equipment ts 


correctly evaluated as fulfilling a 


supplementary function to the use 
of other types of handling devices 
It is recognized that no equipment 
isa cure-all for every handling prob 
lem, but once it has been established 
that conveyors are the most feasible 
handling 


equipment for — specific 


functions, thorough consideration 


should be given to the particular 
type CONVEVOTS to be used before a 
Only in 


final selection is made. 


th's way can maximum returns be 
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ONE wholesaler devised this method of 
storing pipe in the middle of the floor. 


realized from investments in mech- 
anized handling devices,” 


Convention Exhibit 


Plans for holding an informal ex- 
hibit of types of selected materials 
handling equipment during the Con- 
vention at Buffalo, May 3rd to 7th, 
1948 were discussed. The Chairman 
informed the Committee that he is 
in the process of arranging for dis- 
plays which will be of interest to 
all members of the 
Some of 


Association. 
this equipment, he ex- 
would be necessarily of 
heavy construction. In those cases 
the Hotel Statler will be unable to 
accommodate 


plained, 


those displays, but 
arrangements have been made for 
those exhibits to be located in the 
immediate vicinity of the hotel in 
order to be very convenient and ac- 
cessible to all members. 

It was emphasized that this ex 
hibit will be informal and also will 
not be massive, but that the selection 
of the displays had been made with 
the thought in mind of their prac- 
tical appeal to the greatest number 
of the Association’s membership. 


Supplemental Report 


“Utilization 
listed a 
number of suggested types of equip 
ment. In 


Under the heading 
of Warehouse Space” ts 
order to define more 
clearly the actual types of equip- 
ment suggested, the Committee de 


cided to publish a supplemental re- 
subject. This 
supplement will illustrate each of 
listed under the afore- 
mentioned heading, as well as addi- 


port on this one 
the items 


tional items which members of the 
Committee will contribute. 

It is planned to publish this sup- 
plement in such a manner as to 
make it readily possible for any 
member to duplicate, for his own 
purpose, any suggested item which 
he feels may be of particular use- 
fulness to his own warehousing ar- 
rangements. Including this infor- 


ef 


*§ / : 





WAREHOUSING techniques employed by this wholesaler include pipe racks for 
storing conduit and a circular chute for delivery of packages. 








published — report 
would delay the printing and dis 
tribution of it unduly. 

It was considered more practical 
therefore, to publish this supple 
ment and do so in a most complet 


mation in this 


manner as a more direct means 0} 
assisting many members who hav 
inquired how they may better utiliz: 
the warehouse space in which they 
are now operating. 

There being no further business 
to come before the meeting it ad 
journed at 1:30 P. M. 

J. J. KASKE, Chairman 
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TO FACILITATE the handling of cable reels, a 3-ton electric crane was installed in 


this California wholesaler’s wire and cable department. 
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A Special Supplemental Report Of 
he Warehousing C. 


ommittee 






Utilization Of Warehouse Space 





HE planning of this special 

supplement was announced in 

the Committee’s published re- 
port of its meeting of March 26, 
1948. At that time the members 
present consented to contribute 
drawings and illustrations of par- 
ticular types of warehouse equip- 
ment which they had found to 
speed up their operations and con- 
serve warehouse space by its more 
efficient utilization. All of this 
material has been submitted and is 
included in this special supple- 
ment. 

For the convenience of members 
who may wish to refer to certain 
specific items, the equipment. illus- 
trated in this supplement is item- 
ized below: 


Warehouse Equipment 
Drawings 


1. Warehouse table for packaged 
stock. 
2. Second Deck warehouse table for 
packaged stock. 
3. Shelf fcr warehouse 
packaged stock. 
1. Narrow Shelf for warehouse table 
for packaged stock. 
5. Warehouse table for 
hardware. 
6. Second Deck for warehouse table 
for pole line hardware. 
7. Shelf for warehouse table fer pole 
line hardware. 
8. Conduit Elbow racks (angle iron 
construction). 
9. Insulation Material bin. 
10. Special Lamp bin. 
Ll. Steel Conduit Coupling bin. 
12. Steel Running Thread-Nipple- 
Coupling bin. 
13. Metal Wire Cord Spool storage 
bins and measuring equipment. 
14. Steel Ledge type shelving. 
15. Steel Skeleton type shelving. 
16. Combination Steel Shelving and 
File Storage bin. 
17. Steel Shelving bin for Old File 


Storage. 


table for 


pole line 
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18. Flexible Cord Rack. 
19. Selecting Truck. 
20. Take-Up Reel—mechanized. 


Packing Room Drawings 


1. Warehouse Assembly Rack (ply- 
wood), 
2. Warehouse Assembly Rack (steel). 
3. Assembly and Packing Reem— 
Suggested layouts (3 drawings). 
4. Packer’s Desk. 
5. Packing Table. 
6. Excelsior Box. 
7. Excelsior Box 
feature). 

8. Portable Parcel Post Box. 

9. Parcel Post Scale and Postage Ma- 
chine Stand. 

10. Packers Unit (combining Nos. 4, 
5, 6, 7, 8, 9 above). 


(with safety link 


Illustrations of Equipment 


1 FORK TRUCKS—showing 
stacking in mezzanine area by pal- 
let, or unit load method. 

2. FORK TRUCKS—a  typi- 
cal scene in an_ electrical whole- 
salers warehouse where the equip- 
ment is used. 

Note: The fork truck and _ pallet 
method of warehouse handling util- 
izes available space to its maximum 
and in an orderly manner. Time 
and labor are kept to a minimum by 
use of this method; and exhausting 
physical effort by the operator of 
the equipment is eliminated. 

3. FORK JACKS—warehouse 
jacks, designed for fork and _ pallet 
operation, These are a more recent 
development in this field. Their 
characteristics are compactness, 
motor drive, hand steering; and 
they can be operated in relatively 
small areas. The particular 
jack illustrated in this report is a 


aisle 


power “Jackstacker” and is avail- 
able in capacities of from 1000 to 
3000 pounds from its manufac- 
turer, Lewis-Shepard Products, 
Inc., Watertown 72, Mass. 

4. REVOLVING BINS | for 
small parts (The equip- 
ment illustrated in this member's 
warehouse is manufactured — by 
Frick-Gallagher Mfg. Co., Wells- 


storage 


ton, Ohio, under trade name of 
“Rotabin.” 

5. TAKE-UP REEL — mech- 
anized (2 illustrations )—This pic- 


ture shows this equipment set up to 
operate in a member's warehouse. 
The equipment is especially de- 
signed and made to order for the 
member who contributed these illus- 
trations and the working-drawing 
also contained in this report. 

6. SELECTING TRUCK 
(This report also contains a work- 
ing-drawing of this truck, a prod- 
uct of Nutting Truck & Caster Co., 
Inc., Faribault, Minn.). 

7. CONVEYOR—Note: IIlus- 
tration shows a reversible, belt type. 
provided with push button control 
at each end, permitting starting and 
stopping at upper and lower floor 
levels. 

8 CONDUIT RACK. 

9, SKELETON STORAGE 
RACKS—Note: Adapted to. stor 
age of small quantities of standard 
Stock of unusual 
length or shape can be stored con- 


package goods. 


veniently on tops of racks of this 
type. 


July 19, 1948 
JOHN J. KASKE, Chairman 


Warehousing Committee 
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CABLE REEL DRIVE (Patent Pending) 


POWERED cable reel drive 
makes short work of tedious, 
time-consuming job of winding 
heavy cable on reels. The take- 
up reel illustrated above is in- 
stalled in one of the Graybar 
Electric Co. houses. It is oper- 
ated by a foot control switch. 
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t Platform from above 
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j y fir flooring 
i Wen ---------- = -- = === 6¢ ----------------- > 
eS ee ee 
‘ | Platform in place t Removable platform 
il — LF built as a separate 
unit 


Nutting 1104-2 
wa Sy y/ truck with 
t a rd NN a stakes 
































SELECTING TRUCK 

















PLAN FOR PLATFORM TRUCK 







Detail of 
Platform Mount 


3"24 mach. bo/t 
8 


SIMPLE platform added to 
Nutting selecting truck en- 
abled Graybar organization in 
Seattle to reduce breakage, 
sort orders more quickly and 
pick up additional small unit 
loads. Platform is removable 
for larger unit loads. 









August, 1948—ELECTRICAL WHOLESALING 














SECTION 8-8" 
22 He PLATE WITH HOLE 


| I"e Gg" MAILING STQIPS— 


C Pe saute 


SECTION A-A™ 


















CONSTRUCTION: 

PRapm - 974.1 CHANNEL. 

LEGS -£°+2"- Ae ANGLE. 
GRACES -1%"s Ie = Ye ANGLE. 
TOP CROSS SLATTINGS 14 
WITH 1° SPACING. (WOOD) 


6- % CARRIAGE BOLTS 
HOLD DOwnm DECK 
ASSEMBLY. 


p 


\_ L868 Ane 
REMOVABLE 








THIS ANGLE SUPPORTS 
-3 SHELF WHEN USED 






























SECTION-B-8 
PLATE WITH SLOTTED HOLE, 
30 AS TO FIT EITHER QLO OR 
NEW TABLES. LINE HOLES up 
WITH MOLES In TOP or T-i 
TABLE. 









a \"a 4” MAILING STRIPS — 





—_— 





a, 2°-2.32 * CHANNELS 


SECTION- A-A™ 


Fe 










CONSTRUCTION: 

FRAME - £°- £.32 * CHANNEL 
LEGS - 2°=2"s Ye ANGLE 
TOP CROSS SLATTINGS - 
ay” with 1° 
SPACING (WOOD). 


6-4 CARRIAGE BOLTS 
HOLD DOWN DECK 
ASSEMBLY 





PLATE WITH SLOTTED 
WOLE TO BE % 
ABOVE BOTTOM OF 
LEG, $0 AS TO REST 
on TOP OF * T-1 
TABLE LEGS. 
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SHELF FOR 4 FOOT 
WAREHOUSE TABLE (T-3) 
Shelf for the warehouse table can 


be easily added to allow storage 
of more packaged items. 








CONSTRUCTION: 
FRAME 2°-2.32* CHANNEL 
SLATS 1°A 4° WOOD WITH I SPACING 















































































































































be 710% all 
a... 1 
bh a4 ma = = wa “hn vm om - bed « hl ¢ i 
qi ‘ 
¢ ' 
' ‘ 
® ' ' 2 CLIPS on cace 
= i H —} a - - bd 4 ~ Mba ou Ls ol} ERO Fog secens 
- btw tetes bt oed s be be whee ' OVER ANGLE B4ace 
. ' ; on Ti Tage. 
' ' 
' 
| ‘ 
' ' 
Gi HE -H-H-H-H-H-H-H-H-H-H-H-H-H-p 
a - . 7 r - on i“ - nn 7 
SECTION AA ee a , ere ony 
MOLD DOWN DECK AISLPIBLY. 








WAREHOUSE TABLE FOR 
PACKAGED STOCK (T-1) 


Drawing at upper left shows con- 
struction details for a 4 foot high 
table that has proven itself a real 
space saver. 


SECOND DECK FOR 
WAREHOUSE TABLE (T-2) 


The illustration at the lower left 
is a drawing of a 2 ft. 33% in. 
high deck that is constructed to 
be clamped on to the warehouse 
table shown above it. 











NARROW SHELF FOR 


WAREHOUSE TABLE (T-4) 


This narrow shelf may be substi- 
tuted for the wide shelf shown 


above. Narrow shelf is | ft. I1'/ 
in. wide. 
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WAREHOUSE 
EQUIPMENT 


for Materials Handling 








Cons Truc TION: 
FRAME £°2.32° CHANNEL. | 
SLATS 1 AA” WOOD WITH 1 SPACING 





gr “es " 
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Secrion A-A> 

















CONSTRUCTION: 
FRAME - 3°-4.1 * CHANNEL 
LEGS - 2°» 2°s 3/w" ANGLE 
° BRACES -i/2"s if" + 3/16" ANGLE 
: s TOP CROSS SLATTING - |"* 4° 
$ FO NG ON 2 
wane he ni WITH 1° SPACING. ( 
LINE THESE HOLES UP 
WITH HOLE Ww FOOT 





4-¥2" BOLTS ON ‘ 
EACH CORNER. : ; » 

R Y 4-4" CARRIAGE BOLTS 
HOLO DOWN DECK 
ASSEMBLY. 


TEMPLATE END HOLES SO 
TABLES CAN BE GANGED. 


y 


‘ ‘ 
— ee 
q B LEGS ARE REMOVABLE. 


SECTION: B-B™ THIS ANGLE SUPPORTS 
2°52°s Ye PLATE WITH HOLE “« H-3 SHELF WHEN USED. 




















r—"s 4° MAILING STRIPS —) 


4. . sa 


SECTION -A-A~ 




















WAREHOUSE TABLE FOR POLE LINE HARDWARE (H-1) 


Better utilization of warehouse space is afforded with this 4 ft. square table especially designed for storing pole line hardware. 





CONSTRUCTION: 


FRAME - 3°- 4.) “ CHANNEL 

LEGS- 2°» 2°* ¥ic" ANGLE 

TOP CROSS SLATTING -1"* 4 
WITH I” SPACING, (WOOD) 





1- Al" CARRIAGE BOLTS 
HOLD DOWN DECK 
ASSEMBLY. 





TEMPLATE END HOLES 
SO TABLES CAN BE 
GANGED. 











PLATE WITH HOLE TO BE 
1/s° ABOVE BOTTOM OF LEG. 
SO AS TO REST ON TOP 
OF "H-1 TABLE LEGS. * 
SECTION-8-B 
2°12°: Yo PLATE WITH HOLE. 
LINE HOLES UP WITH HOLES IN f° 
. . * AiL) TRIPS 
TOP OF H-i TABLE am NAILING STR — 


i 


AA, * CHANNEL 


SECTION "A-A™ 























SECOND DECK FOR POLE LINE HARDWARE TABLE (H-2) 


Second deck for pole line hardware table is bolted to table shown at the top of the page where more storage space is needed 
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CONSTRUCTION: 
FRAME - 3°-4.1 * CHANNEL 














| 3'-105 TOP CROSS SLATTING -I" #4" 
mA WITH 1° SPACING (Wood). 
| Bs hfe t= = B= = - ea = - © ry 
! 
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« { \ ' 
"x 4" NAILING G i 
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{ 
ty 
\ I 9 
‘ % 2 CLIPS ON EACH END 
° rat--H--th Herth tc dtestbcip | FOR HOOKING OVER ANGLE 
” | ime | eee | ee | | en | | se | BRACE ON H-i TABLE. 
7 7 
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SECTION - A-A” loa /d- At commas BOLTS 
HOLD DOWN DECK ASSEMBLY. 











’ SHELF FOR POLE LINE 
HARDWARE TABLE (H-3) 


When necessary a_ shelf con- 
structed as shown in the above 
drawing may be added to the 
pole line hardware table. 




















232"* %e Ls 
FOR UPRIGHTS 
| ALL BOLTS 
«ih 
$ 
* 
4 Ws 1p STRAP 
; 
= 
a 
4 CONDUIT ELBOW RACK 
i fo —— An 8 foot, 6 inch welded and 
-~ ELBOWS CAN BE STORED on EACH bolted rack for storing conduit el- 
SHELF, DEPENDING ON THE . ° 4 | H 
QUANTITY You Stock. bows in sizes ranging from !/2 inch 
SHELF # 1-4", WO) to 4!/2 inches. 
#2- 1°, IN, Ik 
NOTE : * @ 3-122", 422° 
TEMPLATE ALL BOLT - 4-2%,3', #372" 
HOLES SO RACKS CAN * #5-34,4,4¢ 42" 
BE GANGED. 
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STEEL RUNNING 
THREAD-NIPPLE- 
COUPLING BIN 

















1 
Eno et 
to Top 3 shelves are for running 
3+ thread. Next four shelves are for 
1° conduit nipples. Bottom shelves for 
UPRIGHTS —— conduit couplings. The unit meas- 
a ures 99 inches high, 42 inches 
* : wide and 18 inches deep. 
_t © 
==. 
MVIDERS -< mek 
e J 
aa 3 
a 
BACK |» ' 
n 
1-5 
itt 
SHELVES 4 a 
tI 
1,3 
Bin L 
FRONTS 
BASE 
SPECIAL LAMP BIN 
The length of bins in this special 
lamp bin is determined by the 
stock requirements and available 
space. The bin can be used for 
the storage of the following 
lamps: 
END 


BACK 
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Standard low wattage Mazda and 
fluorescent lamps (6 watt "S6," 
7 watt "C7," etc.) 


Standard Mazda and fluorescent 
lamps stocked in quantities less 
than a floor height of five feet. 


Special voltage lamps 
Special colored lamps 
Special decorative lamps 
Photoflash lamps 
Photoflood lamps 
Sealbeam lamps 


All miniature lamps 
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STEEL CONDUIT 
COUPLING BIN 





Any number of these foot wide 
sections can be joined together to 
provide as much space as needed 
for storing steel conduit coup- 
lings. The unit measures 99 inches 
high, 36 inches wide and 18 inches 
deep. 





DIVIDERS 


EN 





BACK 


99°— 


UPRIGHT 


SHELVE 


BIN 
FRONTS 








INSULATION MATERIAL 


ITEMS’ BIN 
Constructed of steel shelving. Ce 


Shelves and dividers may be re- 
moved or readjusted to satisfy in- 
dividual requirements. 


General Uses: 


The upper bins are used for such 
insulation material items as tape, 
cement, twine, wedges and other 
small items. 





Each bin is provided with a label 
holder for labeling each item. 


The four shelves below the bins 
are provided for Micarta, Sheets, 
Mica and Fibre sheets, etc. 





The bottom shelf is provided for 


varnish, thinner, etc. 
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COMBINATION STEEL 
SHELVING AND FILE 
STORAGE BIN 


Standard steel shelving with first 
shelf 55 inches above floor to pro- 
vide space for storage of two- 
four drawer file cabinets under 
each 36 inch wide section. 


lf five drawer file cabinets are to 
be used for storage then first 
drawer should be 59 inches above 
floor. 


Shelves above file cabinets pro- 
vide for storage of stationery 
and/or catalogs, etc. 


Sketch at right shows front view 
of steel shelving with file cab- 
inets underneath. 
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STEEL SKELETON 
TYPE SHELVING 


Two Units Back To Back 
(Length and depth of 
bins to be determined 
by requirements and 
available space). 


Flexibility and simplicity of erec- 
tion are among the advantages 
of this steel skeleton type shelv- 
ing. Sway braces eliminate any 
tendency to sag or sway. Shelves 
are flanged and folded over for 
safety. 
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STEEL LEDGE 
TYPE SHELVING 


(Length and depth of 
bins to be determined 
by requirements and 
available space). 


This steel ledge type shelving is 
similar to skeleton type shelving. 
Sway braces and steel ends add 
to strength and rigidity. Stored 
material is visible and readily ac- 
cessible, and unit presents neat 
and orderly appearance. 

















ZW 


UPRIGHTS: : 
ernee I 


SHELVES 


END —e 


















































| 
\ 
oot 
























































Oo oO 
— - 





SKETCH SHOWING FRONT 
VIEW OF STEEL SHELVING 
WITH TRANSFER CABINETS 
STORED ON SHELVES. 





STEEL SHELVING BIN 
FOR OLD FILE STORAGE 


(Length of bins to be 
determined by 
requirements and 
available space; 

height by available 
ceiling height). 

Standard steel shelving to provide 
storage area for the storage of 
single drawer file cabinets and/or 
transfer cabinets. Sketch at upper 
right shows front view of steel 


shelving with transfer cabinets 
stored on shelves. 
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METAL WIRE CORD 





SPOOL STORAGE BINS 
AND MEASURING 
EQUIPMENT 


A. Take Off Folding Reel. 
B. Measuring. 
C. Take On Reel. 


7 Wen, Oe? | 


This storage bin unit measures 8 
ft. 3 in. high, 9 ft. wide, and 3 ft. 
deep. Measuring equipment and 
Rem, Asclts take on and take off reels are 
PRouy ¢ SIDES bolted to working platform. Rein- 
forced angle members on front 
and sides add strength. 

















Pack mg Table 





SUGGESTED PACKER’S UNIT General—See detail drawing of 


all equipment shown. 
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TABLE FRAME 


PAPER suPPORTS 





2- PLY WOOD -CORRUGATED 





PACKING TABLE 


Dimensions for the packing table 
are: Lengths 8 feet; height (ta- 
ble) 30 inches; width 3 feet. The 
cord and paper rack has two 10 
inch and two 5 inch pigeon holes. 
Slots cut in each side at top (as 
indicated) are for rod to hold 
cord. Holder for paper is mounted 
on bench surface rack. Double 
doors (18 inches) are mounted 
in bottom. 
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PACKER’S DESK 


The top of the desk, pigeon holes 
and door in this packer's desk are 
made of 3/8 inch, '/2 inch or % 
inch plywood. The desk top is 
covered with masonite or pressed 
wood. Legs and cross pieces are 
2x2 inches. 


Back frame, side frame and bot- 
tom shelf are 34 inch plywood. 
Molding at bottom of desk sur- 
face is to hold paper and pen- 
cils. 





The shelf at the bottom is pro- 
vided for larger tools and miscel- 
laneous supplies. Pull out drawer 
is provided for tools. 
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SUGGESTED ASSEMBLY 
& PACKING ROOM 
LAYOUT FOR BRANCHES 
USING ONE ASSEMBLY 
RACK 


Door openings to be placed in 
most practical location depending 
on packing room surroundings. 


For construction details of equip- 
ment, see individual drawings. 
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ASSEMBLY PORTABLE 
RACK P.P Box 
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SUGGESTED ASSEMBLY 
& PACKING ROOM 
LAYOUT FOR LARGE 
BRANCH OPERATION 
USING TWO ASSEMBLY 
RACKS 


This layout is meant for an as- 
sembly and packing room which 
makes use of two assembly racks. 
As previously noted, door open- 
ings should be placed in the most 
practical locations. 
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STEEL LEDGE 

TYPE SHELVING 
(Length and depth of 
bins to be determined 
by requirements 

and available space). 





This ledge type shelving may be 
used as: 





A. Stock Bin. 





B. Special Order Bin. 
C. R. M. Bin. 
D. Will Call Bin. 











E. Repair Article Bin. 
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PORTABLE PARCEL 
POST BOX 


This portable parcel post box is 
to be constructed of ¥% in. ply- 
wood and have four 5xI!/4 in. or 
4x1'/4 in. rubber tired roller bear- 
ing casters—all four wheels to be 
swivel type. 


Rabbeted corners to be nailed 
and reinforced on outside where 
possible. This box should have 
hinged door on one side with 
hinges at bottom of door. 


Door to be 24x48 in. with two 
catches at top. 





ANGLES 








wit 








ANGLE VIEW 
DOOR OPEN 














| CoReneéR 














— 
CORNER 
ANGLES 


SIDE VIEW 














FRONT VIEW 
DOOR CLOS£D 


ANGLES 














PARCEL POST SCALE 
AND POSTAGE 
MACHINE STAND 


The front, back and side frames 
and bottom shelf of this parcel 
post scale and postage machine 
stand are to be constructed of 
¥, in. plywood. 


Corner pieces and frame are to 
be I'/xl'/x'/g in. steel corner 
angles or |'/axI'/q in. yellow pine. 
Base is to be 2x2 in. or 2x4 in. 
yellow pine. 


Construct '/2 in. or 3% in. plywood 
floor on inside of stand for stor- 
age space. 














ral 



























































ELECTRICAL WHOLESALING 


August, 1948 


OE a eNO 














* 
& 
‘ 
rif 
4 
a 
z 
z 
¥ 
5d 


Hess 


4 
a 
ei 
Ea 
ts 























5-2," 


ail 
| 








2A” 


‘9 














s'-es" 
































| 


FRONT View 
CL0eseo 
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3x 4 «4 Corner 
Rees 
OPEN 
FOR LOADING 
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EXCELSIOR BOX 


This excelsior box is to be con- 
structed of ¥% in. plywood, inside 
to be inner lined with tin. 


Reinforce edges by use of 
Yox'/ox'/g in. steel corner angles 
as indicated. To close, top door 
slides up and catches. To open 
for use, uncatch slide and let slide 
down. To fill, unlatch door and 


swing to one side. 
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Front View 
Crsed. 









































Fuse Link vl 





























1 
Side View 


Bottom Door Open 
Top Door Up 


EXCELSIOR BOX 
With Safety Link 
Feature 


Constructed of same materials, 
except for safety link feature, as 
excelsior box above. 


Top door of this box is held open 
against spring hinge tension by 
safety link chain. Should fire cause 
fuse link to melt, top door will be 
automatically closed by spring 
hinge. 


To close top door, unhook safety 
link chain. To refill box, lift top 
door to normal open position, 
open lower door and slide excel- 
sior bail in place. 
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WAREHOUSE ASSEMBLY 
RACK (WOOD) 


This rack is constructed of 3 in. 
plywood. Frame is structural steel 
angle iron welded together. 


Center partition to be provided 
with board to measure '/3 of the 
height of each shelf or section, 
making it possible to see or reach 
through to other side. The four 
shelf boards are each | in. thick. 
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WAREHOUSE ASSEMBLY 
RACK (STEEL) 


This warehouse assembly rack is 
constructed of steel shelving. 


Provision should be made for a 
center divider of from 4 in. to 6 
in. in height on each shelf or 
section as a backstop, but at the 
same time making it possible to 
see or reach through to the other 
side. 
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BACKING UP THE SALESMEN at the Westinghouse Elec- 


tric Supply Company’s branch in Fresno, Calif., is this carefully 


| Good Selling Nets Better Profits 


SS , 
4 


designed order assembly and packing room for quick service. 
All equipmeat is desigiued to save space and speed handling. 


Zz 
; 2 
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_IfBacked By Modern Warehousing 


When the salesman knows that back in the warehouse they are equipped and geared 





rg 
Pa 


up to giying his customers equal or better service than his competitors provide, he 


will surely win more competitive battles in that “‘Buyer’s’? market now at hand 


By Arthur W. Hooper 





\REHOUSING is” more 
Wis. just a building! When 

your company threw open 
its doors and had that sign hung 
out declaring it to be the Blank 
Electrical Supply Co., it automatic- 
ally promised that it would not only 


offer services in selling and promot- 
ing clectrical products to the final 
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users but would also provide facili 
the 
speedy, efficient 


ties for economical storing of 


and 
those pr ducts. 


handling of 


Thus, in having assumed a direct 
obligation to the users or customers, 
it assumed also a definite obligation 
to those manufacturers who decided 
make 


to use its services. It must 


a genuine selling effort in behalf of 


the manufacturers’ products and it 
must provide efficient warehousing 
at a reasonable cost. 

Of all the many factors that are 
included in electrical wholesale ware 
housing operations, the most impor 
tant is the handling of the thousands 
of different products which are re 
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VERSATILE FORK TRUCK allows one 


then 
again from the electrical wholesalers 


ceived, stored and shipped 


establishments. Materials handling 
is a vital, indispensable part of the 
electrical wholesalers business oper- 
ation. Its effect on the operating cost 
report of the organization is greater 
than usually suspected. 

Kew electrical wholesalers organ- 
izations have modern materials han- 
dling equipment despite the proven 
value of such equipment during 
World War II and the fact that old- 
fashioned equipment and methods 
are far more expensive. 

Greater interest in modern mate- 
rials handling methods and equip 


ment developed recently when 
wholesalers suddenly found costs 
of handling and processing ship 


ments mounting rapidly. 
Rushing to the rescue as it has 
done so effectively since its organ- 
ization some 40 years ago, the elec- 
trical wholesalers’ national trade as- 


N.E.W.A., 


study of 


sociation, sponsored a 
the materials 
handling problem by its warehous- 
committee. The committee 
up detailed report 

part of which was presented to the 
association 


thorough 


ing 
came with a 


members while they 


were assembled for their annual con 
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warehouse man to shift 


The 


commit- 


vention in Buffalo last May. 
NEE. W.A, 


report is 


warehousing 
reviewed elsewhere 
in this issue of ELEcTRICAL WHOLE- 
SALING. 


tees 


\s a supplement to its report the 
warehousing committee arranged for 
a materials handling 
exhibit at a 


equipment 
nearby Buffalo 
the convention 
Over fifty manufacturers of 
materials handling equipment 
up the 


electrical wholesalers (see page 93) 


au- 
ditorium during 
week. 
set 
displays to show visiting 
the latest specialized equipment for 
moving, and un- 
loading a great number of products 


storing, loading 


with which the wholesalers are con- 
cerned. 

Modern materials handling equip- 
ment brings results—and at a lower 
cost. There are any number of ex- 
amples which may be cited to prove 
that the results are amazing. 

Two men at a West Coast ware- 
house unloaded a freight car con- 
taining 95 cases ‘of sheet aluminum, 
each weighing over 600 pounds, in 
two hours and five minutes. 

Another company reported that 
modern materials handling methods 
in loading and 


unloading freight 


cars reduced handling time per car 
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bulky, heavy rhaterials quickly and easily. Towmotor photo. 


from 24 man hours to 1% man 


hours. 
The 


took note of the growing interest in 


General Electric Company 
modern materials handling methods 
and equipment by devoting part of 
its “More Power to America” pro 
gram to the problem. A materials 
handling manual published by G. E 
reported other “result studies.” 

A small plant found that by the 
installation of one hoist, $6552 was 
saved in handling costs and produc 
tion was increased almost three 
times. 

One electric fork truck, by mak 
ing possible maximum utilization 
of overhead storage space, enabled a 
company to cancel plans for acquir 
ing 10,000 more feet of warehouse 
space. In addition, boxcar unload 
ing time was reduced 66 percent. 

A conveyor system used for han- 
dling incoming material and fin 
ished products saved one concern a 
substantial sum each week and in 
creased the plant’s productivity 14 
percent. 

Another shifted 
hand loading to mechanized loading 


company from 


Tractor trains and fork trucks were 
used in conjunction with conveyors, 


elevators, hoists and cranes. The 
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number of per-unit handling opera- 
tions was radically reduced. 

Moving more goods to more peo- 
ple at lower cost is, of course, one 
of the major reasons for the exist- 
ence in our economy of the whole- 
saler in his logical position between 


the manufacturer and retailer or 
contractor. 
intent 


on reaching that goal have sooner 


All branches of industry 
or later discovered that modern ma- 
terials handling increases efficiency 
and makes it possible for the whole- 
saler to move more goods to more 
people at less cost. 

the 
most persuasive argument in favor 


lor the electrical wholesaler 
of modern materials handling equip- 
lent is found in the following for- 
nula which one large concern wrote 
into its materials handling manual: 

“The more pieces, pounds or tons 
of materials that can be moved in a 
specified time, the lower will be the 
handling cost per piece, pound or 
ton. 

The the 
electrical wholesale house will indi- 
ate that 


operating statement of 


there are inefficiencies 
somewhere in the operation of the 
rganization. The inefficiencies may 


be a large indirect labor payroll or 


delays and 
getting orders out. It 
Truck tie-ups 
Injuries to personnel 


damaged materials or 
tie-ups in 
might be demurrage. 
cost money. 
due to lifting and stock control dif- 
ficulties are often causes for higher 
operating cost statements. 

In addition to examining his op- 
erating cost statements, the whole- 
seek 
tions such as the following in order 
to detect his mate- 
rials handling operations : 


saler should anwers to ques- 


inefficiencies in 


Are men lifting heavy material 
from floor to overhead shelves ? 

\re delivery trucks being loaded 
and unloaded by hand ? 

How many operations are there 
in the warehouse where 2 or 
men are required to lift materials ¢ 

[s there a jam-up in the receiving 


more 


room? Storage rooms? Shipping 
department ? 

How much broken material is re- 
ported each month ? 

Are conditions ¢rowded in your 
establishment ? Is all overhead 
storage space utilized ? 

Having discovered that there are 
bottlenecks 
improved, 


operations which 
the 


organization 


and 


can be electrical 


wholesalers should 


next find the 
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specific sources or 





PALLET SYSTEM and fork truck move large unit loads over short distances—cut down costs. Elwell-Parker photo. 


causes for slow downs and inefficien 
cies. Repairs cannot be undertaken 
unless the specific part or parts at 
fault are known. 

To find the 


wholesaler and his staff should have 


these trouble spots 
the following information: 


What is the distance from rece 


ing room to warehouse? From 
warehouse to shipping department ? 
Krom city service desk to ware- 
house ? 

How much material is moved by 
hand ? 

Hlow are materials grouped for 
storage ? 

\re the routes over which ma 


terials must pass as direct as possi 
ble? 
Can storage space be better util 
ized by rearranging some items ? 
Some products can be handled in 
larger units; some in smaller loads 


can products be arranged or 
grouped to make easier handling. 
Regardless of the size of the elec 
trical wholesaler’s establishment, a 
careful study or survey of the entire 
process of moving materials should 
be completed in order to decide 
what materials handling 
suited the 


Larger houses 


equipment 
particular 
will, of 


is best for 


problem. 
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TILT truck attachment of Melooz Mfg. Co. 


handling of heavy appliances. 





ourse, require more detailed sur 
vey. 
Wholesalers 


construction of a new 


contemplating — the 
warehouse 
should consider carefully the mate 
rials handling methods for the new 
building. Often the switching of a 
platform or door or office in the 
plans can mean untold savings in 
the organization’s handling of elec 
trical pre xlucts. 

Materials handling equipment can 
he divided into six general types or 
classes: 


Conveyors, trucks, cranes 


and hoists, packaging equipment 
and shelving equipment. 

For most electrical wholesale 
establishments there is no one piece 
of materials handling equipment 
that will do a complete job. Usually 
it is necessary to combine the oper- 
ations of a number of materials 
handling items to obtain the desired 
results 

Conveyors 

Conveyors may be © stationary, 
portable or overhead type and may 
utilize a moving chain, apron, belt 
or rollers. The stationary conveyor 


is designed for situations where 


there 1s a more or less continuous 
flow of small sized units over the 
same route. More popular in elec- 
trical wholesale houses is the port 
able tvpe conveyor which can be 
used to load and unload trucks, 
freight cars and it also may be used 
in stacking operations. Conveyors 


have been found highly useful in 


wholesale houses where products 


must be moved to a second floor, 
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haleony or different floor level. 

The most popular and_ versatile 
piece of materials handling equip- 
ment is the lift truck. This group 
includes the hand-powered trucks, 
platform lifts, hand lift trucks and 
the fork truck with its many acces- 
sories such as scoops, ram attach- 
ment, gripper devices, barrel clamps 
and hooks. 

The skid or pallet system of stor- 
ing and moving materials is gen- 
erally used with the fork truck. Ma- 
terials are stacked on wooden, metal 
or paper pallets or skids which can 
be picked by the fork 


trucks. This system has proven to 


up easily 


be the best solution to the problem 
of moving materials in a number of 
different directions and to different 
warehouse—all 

The lift trucks can 
perform many different operations, 


areas in the over 


short distances. 


such as loading, unloading, stacking 
and moving warehouse stock. 
Cranes and Hoists 

Some modern warehouses have 
overhead cranes installed for mov- 
ing heavy loads from rail sidings to 
the storage areas. Other wholesal- 
ers rely on mobile cranes for han- 
dling heavy bulky materials. How 
ever, due to the overhead space re- 
quired by the crane most wholesal- 
ers have tound the lift trucks more 
Many 


hoists, especially on receiving and 


desirable. wholesalers use 
shipping platforms. 
Other Equipment 
‘Tractors and trailers are seldom 


used in the electrical wholesalers’ 








PORTABLE CONVEYOR speeds the moving of materials from one 
floor level to another. G.E. photo. 


operations. This equipment is use 
best where there are long distances 
to be covered such as an inter-plant 
operation and where many products 
must be carried from one location to 
another some distance away. 
Packaging equipment — includes 
everything in the area around thi 
It includes 
paper dis 


shipping clerk’s bench. 
scales, tape machines, 
pensers, wrapping or packing tables, 
strapping 
ment, stencil machines, ete. 


excelsior boxes, equip 
Many special shelves and_ stock 
bins can be designed to fit the par- 
ticular requirement of the electrical 
wholesalers stock and space. Bins 
and shelves are usually of steel or 
wood and may be constructed by a 
local contractor or purchased in sec 
tions and fitted to the available 
space. 
John |B 
N.E.W.A. warehousing committee, 
in his 


Kaske, chairman of the 
report to the association's 
members said that the committee 
had interviewed men who actually 
worked in the shipping departments 
to gather information and sugges 
committee's 
contemplating 
changes in the shipping, 


tions for the report 
Any wholesaler 
receiving 
or stock rooms would be wise to 
consider the opinions of the men 
engaged in handling the materials, 
packing and shipping the products 
and working on the receiving plat 
form. A few inches gained here o1 
there, a simple switching of tables 
or desks can mean a saving of mat 


hours of labor in moving material 
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CLICKS 


At N.E.W. A.’s Materials Handling Show 


The latest developments in warehouse equipment and techniques were 
presented at the Materials Handling Exhibit sponsored by the Ware- 
housing Committee of the National Electrical Wholesalers Association 
and held in conjunction with that organization's 40th annual convention 
at Buffalo. This show, which was arranged by John J. Kaske, chairman of 
the Warehousing Committee, and total of 52 manufacturers, displayed 
160 different items of equipment. 








uv RAPIOS HANDLING EQUIPMENT CO 
CHAIRMAN John J. Kaske. » 4 | MATERUL HANDUING FQUIPRERT 


weg 
Better Materials Han- 
dling Means Quicker 
Service 





Quicker Service Means 
Getting More Goods to 
More Customers 








More Goods to More 


Customers Means Bigger apes 
Profi ONE exhibit showed how moving merchan- FEATURED also was steel shelving—a ‘must 
rofits dise is speeded the conveyor way. for making the most of space. 





H. WENK, of A. J. Gerrard & Co., demon- THE business end of a fork truck interests IN THE driver's seat of a fork truck—the 
strated how strapping equipment is used to J. G. Johannesen, G. E. Supply, and M.O. warehouseman's “back-saver"—is H.  B. 
bind crates and cases. Hollis, Jr., Raybro Elec. Sup. Vaughan, of George A. Wahn Co. 
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ALONG with speeding distribution, the use of a conveyor will 
save the electrical wholesaler time, money and manpower. 


A BOON to warehouse operations is the stationary conveyor which 
speeds the movement of merchandise from floor to floor. 


WATCHING C. L. Bellows, Anthony Mfg. Co., operate a 
powered tail gate are H. E. Reddick (left), Miller Co., and 
J. Dugan (center), Southern Tier Electrical Supply Co. 
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A HAND truck caotures the attention of C. M. Parr, Jr., and C. M. 
Parr, Sr., of the Parr Electric Co., Inc. 


WEIGHT-LIFTING comes easy to the fork truck—the power behind 
the pallet system of material stowage and movement. 


LOOKING over a hand truck are G. W. Gurg, Beall Pipe and Tank 
Co.; P. H. Keller and H. E. Rasmussen, of Peerless Electric Supply 
Co.; T. O. Finney, of Stone and Webster. 
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“CAMERA CLICKS 


On Stockroom Tricks 


ELBOW RACK (left) located in open stor- 
age area at Electric Supplies Distributing 
Co., San Diego. By use of these racks, more 
stock can be accommodated in a given area, 
the stock keeps its shape better, and it is 
easily inventoried. Each rack is about ten 
feet long, with 4x4's for corner posts and 
2x4's for laterals. 











LIFT TRUCK (right) used with vallet or skid 
system moves stock off the loading and re- 
ceiving platforms. This procedure facilitates 
the handling and storing of packages at the 
Modern Wholesale and Electric Company, 
Los Angeles, California. 


id 









TWO POCKETED RACKS (left) arranged 
alphabetically for holding purchase orders 
and back orders, save no end of time at the 
shipping desk, says A. Phillips, manager of 
the Phillips & Edwards Electric Co., San 
Francisco. The racks replace two alphabet- 
ically tabbed folders which had to be 
“thumbed through" to locate orders. Racks 
are of plywood. 
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TRUCK AND LADDER COMBINATION originated by the Cali- 
fornia Wholesale Electric Co., Los Angeles. The warehouse caster 
truck in combination with a short steo ladder has a good-sized plat- 
form on the top. Items picked up from shelves are placed on the 
flat top and wheeled to the packing bench. 





WIRE AND CABLE storage at the Westinghouse Electric Supply 
Co., Fresno, Calif., is accessible from either side. The standard 
tables shown are 8 ft. long by 4 ft. wide, with angle iron legs and 
top frame, put together with bolts. They are placed end to end, the 
reels rolling underneath and the packaged building wire being 
stored on top. 
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WITH overhead track and hoist, what is the best method of pick 
ing up wire reels? Incandescent Supply Co., of Fresno, Calif 
thinks that this tyoe of yoke is most easily and quickly attached 
The reels are unloaded from the truck and deposited anywhere 
along the run-way by means of the hoist. 


BOX CARRIER about six foot square has wire rope sling which can 
be grabbed by the hoist hook that extends down through the center 
of the warehouse at the Incandescent Supply Co., Fresno, Calif 
The mezzanine at Incandescent Supply is used mostly for light 
packaged goods. This merchandise is hoisted up and then moved 
along the track into the mezzanine area. 
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REMODELING 


New front, new paint, completely rearranged interior, gave Service Electric an attractive as well as efficient base for operations. 





Streamlining Warehouse Service 


Helps Build Sales and Goodwill 


The clamor for service in today’s highly competitive market has focused the atten- 
tion of many electrical wholesalers on their ware ‘housing operations. Here is how 


> >. > > ‘vats T= r ace > ac . 7 
one Pacific coast wholesaler has streamlined this operation to back his salesmen 





By Howard J. Emerson 


Hike history of the distribution 
of electrical equipment and 
supplies always has shown a 
close relationship existing between 
sales and service and sales volume 
always has been dependent upon the 
quality of the service rendered. 
Plagued by shortages during the 
war years and since, the customer 
indicates today that with the return 
to near normalcy in stock conditions 
the salesman who will get his busi 
ness is the one who can deliver the 
goods when, where and as specified. 
The electrical wholesaler, then, must 
provide facilities for economical and 
speedy handling of electrical prod 
ucts. 


Thus with sales and _— service 
LOADING 
Better materials handling has helped improve Service Electric’s operations. All : ‘ e ? 
materials are loaded in skids, moved by ',-ton manual lift truck. pendent, the necessity of streamlin 


marching along so closely interde 
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te Reels stored in mini- 
mum space, and are easily 
accessible. (Photo shows 


%& Racks are completely 
adjustable, easy to build; 
economical, and will “add” 





installation in a large na- storage space to your 

tional electrical whole- warehouse. } 

saler's warehouse.) DIS 
Ne 
tion 


BUILD RACKS THE 


UNISTRUT Way! 


e Frame connections are easily 
made at any point. (See photo 
at left.) A turn of a wrench 
securely locks UNISTRUT con- 
nections. Warehouse _ storage 
racks and shelving, pallet racks, 
and your special racks are 
quickly and easily built with 
UNISTRUT. All of the frame 
connections are completely ad 
justable and reusable! This 
means you can easily convert 


| 

Lonsrrt CTED with 
Unistrut framing and 
connection fittings, this 
cable reel rack turns that 
waste warehouse space 
into “dollars in your 
pocket.” Each of the 
reels are individually 
accessible. Various 
lengths of cable can be 


“reeled off” easily. 








No drilling or welding necessary to build a Unistrut your racks to meet your changing storage requirements. 
rack! Unistrut construction is completely adjustable We would like you to have complete information on 
and 100% reusable! UNISTRUT racks with “Built-in” Adjustability. 


CALL OUR NEAREST REPRESENTATIVE OR WRITE 





REG. U.S. PAT. Nos. 2327587 © 2329815 © 2345650 © 2363382 © 2380379 © 240563! 
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DISPLAYING 


New city sales counter, with improved facilities, is reached by passing through Service Electric's display area. The low level sec- 
tion at right is for heavy boxes and coils. The twenty-foot long shelves behind counter house the most-called-for items. 
‘ng and improving warehousing fa 
cilities is % ‘head of the “must 
do” list for many electrical whole 
salers They know only too well 
that a solid backing of prompt de 
liveries is necessary to the success 
of their salesman in securing orders 
ind building goodwill and that as 
such, it is a vital factor in contribut 
ing to the success of the wholesale 
house itself 

The need to handle vastly in 
creased inventories and to facilitate 


receiving, shipping and delivery was 





never more urgent than now. Start 
ing right from the reconversion pe 
riod and continually in operation 
from that time there has been a 


greatly increased demand on_ the 





services of the electrical wholesale 
and his salesmen and all indications 
are that this demand will continue 
‘very effort must be made _ to 
back the salesman with the facilities 
that will increase his ability to make 
sales and to hold his customers 
through the providing of prompt 
service. 
These facts were recognized Dy 
the Service Electric Supply Com 
RACKING 
31 Improved warehouse has conduit rack that holds more than two cars of pipe. During 
shortage this space is used for other storage. 


pany of San Jose, California, Ti 


serve its vastly increased market, 
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STORING 








Rearrangement of Service Electric Supply Company’s warehousing department provides separate space for storing bulky materials. 
Employee of the company is shown neatly stacking packages against the wall one above the other. 


this company devoted its full atten 
tion directly after the close of the 
war to a complete reorganization, 


Among the many operations close 


ly studied and analyzed were those 


of receiving, warehousing, shipping 


x ¢ 
ea 


PACKING 


and delivery. Definite changes were 
recommended and made in these de 
partments to ready them for the 
highly competitive period brought 
about by the unprecedented demand 


for all types of electrical goods. 


In planning any changes and in 
provements in warehousing and 
materials-handling 


must be kept constantly in mind that 


procedure _ it 


1 


the prime purpose is to store and 
move the electrical goods involved 


To speed handling, Service Electric has centered all packing and labeling operations for shipping in this space adjacent to ware- 
house, stockroom and receiving department. Box of alphabetically-arranged, addressographed labels speed handling of packages. 
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in IC 
wit the 


shortest possible time and 
smallest expenditure of 
money and effort. This was the goal 
toward which Service Electric Sup- 
ply worked in modernizing this im- 
portant phase of their operation. 

| llowing a warehouse plan all 
goo’s were moved to locations con- 
sidered most efficient for the flow of 
materials and into space suitable for 
the size and character of the goods. 
Open space for bulky goods was 
provided and easily accessible bins 
were built for small goods. 

The city sales counter was _ re- 
that 
have to pass through a display area 


located so customers would 
to reach it. This move was soundly 
based on the premise that visitors 
must be shown what there is to be 
sold and, just as important, the dis- 
play area was set up so as to allow 
The 


counter in its new location backs up 


these visitors to browse around. 


to the stockroom and warehouse for 
easy access and quick handling of 
counter Most-called-for- 
items are stored on the shelves di- 


orders. 


rectly behind the counter where they 
are readily accessible. 

\ factor that helped greatly to 
improve service in this department 
was the previously mentioned floor 
been 


plan which had carefully 


worked out. This established a def 
inite place in the warehouse for each 
and every item or allied group of 
items. 

Eliminating guesswork as_ to 
where goods are to be stored when 
received, or where to pick up goods 
for delivery saves time and money 
and greatly simplifies the task of the 
stockman. His ability to put his hand 
quickly on any item called for on an 
order is extremely important in the 
speedy handling of goods. 

To hold heavy pipe a_self-sup- 
porting rack was constructed at the 
right of the receiving shipping door 
in the warehouse where a minimum 
of handling would be required. 

Facilities for physical handling of 
installed including a 
manual lift truck which would en- 


stock were 


able one man to easily and quickly 
move heavy loads. 
and desks 


Receiving shipping 


were provided with all necessary 
equipment to speed up the men’s 
Wi In the receiving department 
a system was installed so that 


pa ng slips could be checked to the 
of the original purchase order. 
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RECEIVING 


In the receiving room clerk checks packing slip to copy of purchasing order and also 
checks list to see that each salesman gets his allotment of scarce goods. 





SHIPPING 


New equipment such as postage meter and postage calculating scales speed job on 
hundreds of parcel post shipments. Meter saves waiting time at post office. 


To facilitate handling in the ship- 


ping department all packing and 
labeling Operations were centered in 
a space adjacent to the warehouse, 
and receiving depart- 
ment. At this location were placed 
the label equipment, 


scales, postage meter machine and 


stockroom 
addressing 


necessary files. The postage-calcu- 
lating scale speeds the work in han- 
dling the hundreds of parcel post 
shipments made by Service Electric 
and use of the postage meter saves 
long hours of waiting at the post 
office. 

To speed up communications be- 
tween all departments and with cus- 
PIN tele- 


phone system was installed and an 


tomers on the outside a 


inter-communication system was put 





in to connect all sections of the com 
pany s facilities. 


(On these pages are shown some 
of the improvements made by Serv- 
ice Electric Supply Company in its 


warehousing operations as a result 
of their study—improvements that 
could be made by 
wholesalers to speed up their service 
and adequately back up the sales 
efforts of their men. 


many electrical 


All of these improvements were 
Much 
thought and time were given to each 
one and to how it would fit into and 
add to the efficiency of the organiza- 


not accomplished overnight. 


tion as a whole. A few changes were 
made at a time and over a period of 
months all elements of the plan were 


finally put into effect. 
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(Continued from page 63) 
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a thousand or more small accounts whicl 


cannot be made to observe varying times 


ot payment 
Packaging of electrical supplies was 
presented by Mr. Davis as another prob- 


While the 


manufacturers have done an outstanding 


lem of the small wholesaler. 


job of creating an expensive and attrac 


wholesaler nee ds 


packaging that includes the whole 


tive package, the small 
story 
of the product in reasonably simple lan 
guage 

Speaking for his own segment of the 
Mr. Davis said that the 


have a 


industry, manu- 


facturers right to expect many 


things from the small wholesaler in re 
turn. They should purchase and_ stock 
items in economical quantities; they 


should catalog the manufacturers’ prod- 
ucts adequately ; they should make use of 
all the sales and promotional helps that 
they should 
field 


men and permit the latter time to educate 


the manufacturers provide; 


cooperate with the manufacturers’ 
the wholesaler’s staff on the sales quali- 


should 


stories 


ties of the products; they carry 


the manufacturers’ sales into 
“every nook and cranny” of the area the 
wholesaler serves, “beating the bushes in 


the crossroads, not shaking the 


just 
trees in our own backyard 
Protecting Customers’ Credits 
Ways 


wholesalers’ 


and means of shielding the 
customers from harm or pos 
sible destruction through the establish 
ment of well-organized and intelligently 
run wholesaler credit departments 
discussed by A. D. 
manager of the Los Angeles Credit Man 
Association. He likened the 


tionship of a life insurance company and 


Johns m, secretary- 


agers rela 


its insured to the relationship between a 


wholesaler and his customer, pointing out 


Khe! 


were 


that they both deal in life expectancy 


the insurance company with the individ- 
ual, the credit executive with a business. 


To use the same techniques of the in 


surance companies, the wholesalers’ credit 
men should be organized for: 1. Thor- 
ough initial examination that gives the 
credit men a chance to judge the life 


expectance of the business; 2. Recurrent 


that keep a 
health of the 


examinations check on the 


} 


continuing business cus- 


tomer’s business; and 3. A means of pro- 
viding clinical service to the sick ac- 
count 


Help Appliance Sales 


The large number of combination sup- 
plies-appliances wholesalers in the 


NEWA 


tention 


Pacific Zone roster received at- 


from two speakers on the pro- 


gram. The necessity for wholesalers to 


assist dealers in training specialty sales- 


men was brought out by Earl Germaine, 
sales manager, Bendix division, Leo J 
Meyberg Co., Los Angeles 

Dealers must be coached to extend 


more effort on planned selling, to develop 
visual merchandising, to improve closing 
at point of sale, he advised 

The 


market 


importance of the replacement 


for appliances and fhe necessity 
of the wholesalers aiding their dealers in 
this 


the development of portion of the 


industry, was emphasized by Howard 
J. Emerson, Pacific Northwestern edi- 
tor, ELectricAL WHOLESALING. With 


figures that showed to what little extent 
the appliance industry has penetrated the 
replacement market during the last two 
years, he outlined the many factors that 
made it imperative that the wholesalers 
help the dealers to get sales forces and 
selling plans ready to sell this profitable 
market 


and necessary 


Interdependence 


The importance of human fundamen- 


business of wholesaling, and 


tals in the 


the relationship of the human element in 


the electrical industry’s program for in 





BROUGHT in by wire from the Edison Electric Institute meeting at Atlantic 
City for simultaneous presentation at the Pacific Zone Convention of the 
National Electrical Wholesalers Association was the preview hearing of G.E. 
Lamp’s “What’s My Name” radio show. This innovation took place at a G.E. 
cocktail party presided over by Ray Turnbull 
president. 





at the microphone), G.E. vice 


OUR JULY COVER—Due to produc- 


tion difficulties mention of the cover 
picture was not made in our last issue 
The photograph shows an experimental 
test set-up desig-ed to measure tran- 
sient light flux of flash tubes at the 
Electrical Testing Laboratories. Irc 
New York. ETL advises that the dura- 
tion of the phenomenon ‘s of the order 
of 25 to 150 micro-seconds. 








terdependence, was described by Chas. | 
Pyle, managing director of NEWA, 
iting from New York. 

Every employee must believe in hin 
self, the company he works for, and t 
industry of which he is a part, said \ 
Pyle 


salesman 


Thus he can become a volunta 


selling everyone on the valu 


of the electrical industry and its products 


Variety in Program 


In keeping with Pacific Zone NEWA 


tradition, the convention opened with 
“Social Stag” at 


and their friends had an evening in whict 


which the 


they could renew friendships, indulge 


moderately in refreshments, and join 


a variety of games which resulted i 


i 


wholesalers 


marked and immediate re-distribution of 


the pocket wealth of the convention 
tradition the “Gi 


closed the 


Equally in was 


Banquet” which meeting 
Wholesalers, guests, and their ladies we 
for an evening of dinner, ha 


golf 


gathered 


quet, presentation of prizes, a 


dancing in the Inn. 


Surprise package for the convent 
was a cocktail party presented by G. I 
vhich the gut 


Lamp Department at 


heard a special wire presentation of 
“What's My 
presented to the 
tion of the Edison Electric Institute 
Atlantic City, N. J. G. E. Vice Pre 
rnbull introduced the p 


welcomed the 300 


new Name” program wl 


conve 


it was being 


ident Ray Tu 


eram and nearly 
le to the party 
} 


The convention was he 


ed by E. E. 


committee 
Buerkel, Incandescent Su 
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nly Co., 
I 


by D. A. Smith, Graham Reynolds Co., 
Los Angeles, and F. C. Todt, G. E. 


San Francisco, chairman, assisted 


Sup- 
Los Angeles. Program was ar- 

Jerger, Wesco, Los 
Starkweather, Leo J 


ply Co., 


ranged by L. G. 
Angeles; L. E. 


Mevberg Co., Los Angeles; and Harry 
Perl, State Electric Supply, Oakland. 
Handling arrangements for the golf 
were: E. A. Phillips, Phillips and Ed- 


wards, San Francisco, and J. E. Bisset, 


Hollywood Wholesale Electric. The so- 
cial stag was handled by S. B. 
and A. W. Rockwell. 

The fall NEWA’s Pa- 
cific Zone has been scheduled tentatively 
for the del Coronado Hotel, San Diego. 


Gregory 


convention of 


Paris Lighting Conference 
Studies Glare Elimination 
PARIS 


The increasingly higher levels 


of illumination being used in modern light 


ti 
il 


g¢ systems make necessary the elimina- 
tion of objectionable glare, the world’s 
lighting authorities, attending the annual 
meeting of the International Commission 
Illumination, were told here recently. 
Dr. Ward Harrison, director of engi- 


neering at General Electric’s Lamp De- 


partment, Nela Park, who presented a 
paper on “Comfortable Lighting,” told 
the group that 40 footcandles of light 


today cost no more than four footcandles 
in 1914. As a 


being used more liberally. 


result, he said, light is 
“It is the general experience that as 


lighting levels are raised to 40, 50, or 


perhaps 100 footcandles, without corre 


spondingly increased regard for the 


quality of the illumination, there is a 
tendency on the part of the user to be 
dissatisfied with certain aspects of the 


lighting,” he said, adding, “In some in- 
stances these negative impressions have 
actually overshadowed an appreciation of 
the value of the increased illumination.” 

Dr. Harrison stated that sometimes the 
situation seems to be improved when half 
of the lamps are extinguished. It is likely 
that the user 


th 


may conclude erroneously 
at he must have had too much light, 
when in reality he was experiencing too 
much glare, according to Dr. Harrison. 
“The necessity for avoiding the nega- 
tive effects of glare in the lighting of 


offices, schools and other work places 


has always been with us, but it becomes 

more and more urgent as higher levels of 

lighting are used,” Dr. Harrison said. 
Dr. Harrison also proposed rating sys- 


t 


tems for different types of luminaires, si 


+} 


the degree of freedom from direct 


glare to be expected from their use in 


ms of different proportions might be 


evaluated in advance. However, he point 

out that considerable laboratory re 
search is needed, before some of the 
assumptions now being made can be re- 


placed by factual data. 





PRESENT and past 
Coast Electrical Association chat at that organization's recent convention in 
San Francisco. Left to right: Retiring president, H. H. “Kelly” Courtright, of 


Valley Electrical Supply, Fresno; 


West Coast Group Elects 
Wholesaler As President 
SAN 


Vvear in 


FRANCISCO 


succession an 


For the second 
electrical whol 
saler has taken over as president of the 


\ssociation. At 


1 
annual 


Pacitic Coast Electrical 


this organization’s 3lst conven 
tion, held in this city June 16-18, more 


than a thousand delegates representing 
the electrical industry of California, 
Nevada and Arizona, elected M. G. “Pete” 
Sues, president of Sues, Young & Brown, 
Inc., Los Angeles, as its presiding officer 
He succeeds H. Hl. 
Valley 


Fresno, Calif 


for the coming year. 
“Kelly” Courtright, president of 
Electrical Supply Co., 

In his speech accepting the presidency 


of PCEA, Mr. 


leadership of the association, like that of 


Sues showed that his 


his wholesaler predecessor, Mr. Court 


right, again will focus on problems that 
are important to all branches of the elec- 
tric industry. 

He pointed to the plight ot the 


specialty appliance dealer, whose volume 


has failed to keep step with the sales of 
department and chain outlets. Mr. Sues 
pointed out that these specialty retailers 
always have been, and soon again will be, 
the backbone of the appliance industry, 
and that therefore it behooves the utilities 
give aid and 


and the distributors to 


assistance during the coming year so that 


these dealers will regain their strength. 
Brand Preference Gaining 
The consuming public is more con 


scious of ever before 


brand names than 


in our industry’s history, according to 


\. L. Scaife, manager, advertising divi 
sion, appliance and merchandising dept., 
General Electric Co., in his talk to the 
Business-Development Section of PCEA 

He noted brand 


how preference had 


broken down during the war years when 
people had to buy what was available, not 
wanted. The 


what they appearance of 


much junk soon began to make people 
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presidents—two of them 


wholesalers—of the Pacific 


newly-elected president, M. G. “Pete” 
Sues, of Sues, Young & Brown, Inc., 
Milton G. Sanders, of Central Arizona 


Los Angeles; and former president, 
Light & Power, Phoenix. 


they had been assured of 


quality in the past 


realize that 
because of their reli 
ance on trade names in their purchasing. 
\s a result, said Mr 


has started a heavy 


Scaife, the public 
swing back to name 
said that this 


brands He trend was 


noticeable, not only in the electrical in 


dustry, but even in the food industry 
where several large supermarket chains 
were shifting to national brands and 


dropping private brands. 
At another PCEA’s 
business development group, J. M. Me 


meeting of the 


Kibbin, assistant to the vice-president of 


Westinghouse Electric Corp. and man 


ager of the company’s advertising and 
promotion, stated that he expects to see 
the nation’s power output nearly doubling 
during the next ten years. Better living 
for the American people through the in 
creased use of electrical appliances, bet- 
ter lighting, television, home heating, air 
conditioning, plus a 20 percent increase in 
the number of electric customers will be 
absorbing that in 
creased output, said Mr. McKibbin. 


the major factors in 

The farm market will be an important 
factor, too, in this opportunity for the 
sale of electrical goods, he said. “During 
the next ten years, electric service will be 
extended te 9 out of 10 families. 
But far more important than the increase 
in the number of farm homes will be the 
increase in the use of 


farm 


electric power in 
doing farm work as well as in the farm 
home.” 


The Lighting Market 


The large market for re-lighting that 


exists in the hundreds of thousands of 


small retail stores, was discussed by 
G. M. Rankin, director of lighting for 
the So. Calif. Edison Co. “I believe that 


some of us are prone to think more of 


the big department stores than of the 


smaller establishments,” he said. “There 


are hundreds of small stores to every one 


large store, and many of these small 
stores are badly in need of help. These 
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For QOALITY You can trast / 


Every installation or maintenance job done with COLLYER WIRES 
AND CABLES is a credit to you and a source of satisfaction to your 
customer, Each type of wiring is specially designed and constructed to 
work fast and easily and to give good service under the most severe 
operating conditions. Conductors are encased in insulations of uniform 
wall thickness and high dielectric strength. Coverings protect con- 
ductors against wear and abrasion . . . Collyer wires are easy to pull, 
splice, tap or terminate. For quality you can always trust, always 
choose Collyer. 
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CABLEX (Non-metallic Sheathed Cable) 


Smooth, non-tacky finish; flame-resistant braid — insulation Collyer 
Type T Resistol. Sizes 14 to 4 with 2, 3, or 4 conductors, 


RUBBER INSULATED BUILDING WIRE 


Type R, Type RH, and Type RW. Available lead sheathed or braid 
covered for voltages to 5,000 or higher. 





SERVICE ENTRANCE CABLE 


Type SE, Style U, unarmored, with concentrically wound bare neutral. 
Gray weatherproof braid —- flame retardant and inconspicuous. 


VARNISHED CAMBRIC INSULATED POWER CABLES (Type V) 


Has high dielectric strength — resists oil, ozone and heat. Braided or 
lead covered, single or multi-conductor, for voltages up to 15,000. 


SUPRENE TYPE RR UNDERGROUND CABLE 


Rubber insulation with tough neoprene jacket for aerial, conduit or duct 
installations. Underwriters’ approved for Underground Service Entrance. 
Single and multi-conductors. 


Write for information. 


INSULATED WIRE COMPANY 
245 ROOSEVELT AVE., PAWTUCKET, R. 1. 


constitute the mass market, at 
should not neglect them in goin, 


le bi 1 s.” 


To Meet the Challenge 
The obligation of the electrical 


erve, and t ucate, the 


the population 
as another 
onvention The phe 
of California alone, whi 
from twelfth state in populat 
th in 1940 and to third in 
Vere strains 
capacity of 
also put. the 


retail and wholesale distribution 





a strain in attempting to keep 
effective and efficient flow of ele 
goods. 

The sessions of PCEA’s Busine 
velopment Section included paper 

‘Rock’ Smith, vice-presidet 
lager of Deepfreeze, | 
‘TI 


electrical Industry” was re 


1¢ Impact of Frozen 


Ben Sanderson, western manag 
Deepfreeze ) : Klaus Landsberg, 
Coast director of Television Product 
Harold Gerber, San Francisco ele 
ngineer, on “Electrical Modernizatio 
Commercial Buildings”; Miss Get 


, home economics consultant 


members and guests 


or two official luncheons 
convention period, for whi 
\f 


t spea! ers were Dr John () 
president of the University of Neva 
Ly \lgerdas N. Cheleden, Los A) 
attorney. A banquet and entertainn 
the Fairmont Hotel on the closing 
preceded by a cocktail part 


the wholesalers and distril 


and manufacturers and agents, wet 
| 


yy dan 


hosts, and was followed 


the Terrace Room 


Future Appliance Sales 
Estimated By N.E.W.A. 


NEW YORK On behalf of its 
ince Division, the National 
Wholesalers Association is now 
quarterly future trend survey co 
anticipated sales trends in perce 
and compiled from membership qu 


returns, according » Charl 


survey 
third quartet 
casts relative to radio (table and px 
combinations and 
automat and 
domestu rel 


acuum cle 


Vas revi 
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fetail at a meeting of the association’s 





Major Appliances Committee held re- 

tly at the Hotel Congress, Chicago. 
Chairman K. G. Gillespie, of Jenkins, 

; Wholesale Division, Kansas City, Mo., 


members of the committee stated 


that the future trend survey had great 
lue to distributors in planning ahead 
meet probable sales and business condi- 
tions. The committee recommended that 
the survey be compiled and issued on a 


{ bi-monthly basis beginning next year. 


Cobaugh And McCarthy 
Promoted By Graybar 





Electric 


NEW YORK 
( has promoted H. A. Co 


The Graybar 
baugh to sales 
) promotion manager for the eastern dis 
McCarthy to the 


vost of Newark branch manager, 


S «trict and elevated J. P. 
accord 
ing to a recent announcement by Herbert 
Metz, eastern district manager. 

Mr. Cobaugh has been with Graybar 
for 23 years as a salesman at New York 
and Newark and, since 1939, as manager 
at Newark. He will institute and super- 
vise sales promotion activities on both 
ippliance and supply lines for the east- 
ern district, including warehouses and of- 
fices at Newark, New Haven, Hartford, 
Albany, Syracuse, Rochester and Buffalo, 
and sales offices only in Utica and Bing 
hampton 

Taking over as Newark branch man 
ager is Mr. McCarthy, who hi 


with Graybar for 23 years. His back- 


is also been 


ground includes credit, quotation and ser 
vice experience, plus 10 years as a sup 
ply salesman and 7 years as a department 
manager. During the war, Mr. McCarthy 
was particularly active in 


needs of aviation and marine accounts 








serving the 








MEMBERS of Western Merchandise 
Distributor’s staff, Buffalo wholesale 


appliance distributing firm, get to- 
gether with “Billy and Reggie Keaton,” 
radio team, at the offices of Vice Pres- 
ident Lee A. Wells (left) where the 
initial “Across the Board—Universal 
on the Air” show was broadcast. (Lan- 
ders, Frary & Clark photo. 
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NEW ADVERTISING 
STIMULATES SALES 


Yes! You will profit by this 
brand new Burgess adver- 
tising campaign! New, 
full-column ads...new 70- 
line ads... new 35-line ads every 
month sell Burgess Batteries to over 
70 million readers of 9 nationally famous 
magazines—Saturday Evening Post... 
Better Homes and Gardens... . Collier’s 
... Country Gentleman... American 
Magazine... Progressive Farmer... 
Southern Agriculturist ... Pathfinder 
and Farm Journal! 





A SUPERIOR 
PRODUCT 





Burgess Flashlight Batteries are man- 
ufactured under laboratory controlled 
conditions from only the highest grade 
raw materials. This insures top per- 
formance. Yes, Burgess quality is rec- 
ognized by millions! Order them today 
for your dealers in attractive counter 
vendors of 12 or 48 batteries. 










SALES 
PROMOTIONAL 
HELPS 








— 


Counter and window cards, <7, ~— 
streamers, envelope enclo- do-\S 
sures, newspaper ads and many others, 
are FREE to your dealers to help 
build Burgess Flashlight Battery 
Sales. To find out’ more about this 
fast moving line, write Burgess Battery 
Company, Freeport, IIl. 


BURGESS 


FREEPORT, ILLINOIS 



















BATTERY COMPANY 


Best quality raw mater- 
ials, carefully selected 
and expertly used in 
BURGESS flashlight bat- 
teries, are protected by 
chrome to give you ex- 
tra hours of useful light. 


Buy BURGESS today. 


How BURGESS Makes 
Flashlight Battery Sales | 


EASY FOR YOU! 


cB Si AT SE 





















FULLMAN 


atwrobe 


PRODUCTS 


4 =FLOOR BOXES WIRING SPECIALTIES 





QUICKLY INSTALLED AND 
EFFICIENT IN OPERATION 


There is nothing complex or intricate about "Latrobe" 
Floor Boxes and Wiring Specialties. Their design and 
mechanism is kept simple and sure. That is why ''Latrobe" 
Products are so quick to install and so trouble-free in 
operation. 





No. 280 Nozzle with 
No. 200 Cover Plate 


Amp. 250 Volt Receptacle in Brass Housing, 
mounted on '>” brass pipe extension 3” long—longer 
extension if desired 


No. 470 “Latrobe” 


Pipe or Conduit Hanger 
Made of highest grade malleable iron, this sturdy 10 
hanger is economical and a sure performer Hangs 
pipe or conduit '2”, %” and 1” to steel beams %,” 
thick 





No. 150 Box— 
No. 207 Nozzle 


watertight box for 

concrete or wood-finished concrete floors. 4'4” 

Plate No. 242 and large Adjusting Ring speedy Sliieiios aul’ tramiie-Orne 

No. 215 service 208 Receptacle Cover Plate 
32" diam 


No. 110 “Latrobe” 
Watertight Box 


A non-adjustable, watertight Floor Box which is ex- 
tremely simple and compact in design, making for 


installation in 
Cover 


An adjustable. 





Sold Only Through 
Wholesalers 











aS 


“Bull Dog” 


Insulator Support 
‘Bull Dog'’ Supports can be trusted for fastening 
porcelain or glass insulators to exposed steel frame- 
work. ; V4" 





“Bull Dog” 
BX Cable Staples 


Favorites in every section of the United States, these 
high quality dependable staples are available in car- 


Four sizes, from 1” to tons, kegs or barrels 


FULLMAN MANUFACTURING CO. 


LATROBE . . . PENNSYLVANIA 











Appleton Electric Adds 
Three To Sales Force 

The 
manufacturer of 
the 


CHICAGO 


. 6. e'ectrical 


Electr 
this cit 


\ppleton 


addition to it 
Bell, Jr., W. 
and Ralph A. 


Mr. Bell will make his headquarters ; 


recently announced 


sales force of John O. 


Broughton, Jr., Olson. 


4120 Emory Street, Houston, Tex. ai 
will cover the surrounding territor 
Prior to his joining the Appleton Ele 
tric Co., he was employed by the Fe 
eral Electric Products Co 

Slated to cover Alabama,  Florid:; 


Tennessee, Mississippi and Louisiana 
Mr. Broughton, who will make his hea 
with Z. B. Greer at 42 


Building, 


quarters along 


Brown- Marx Birmingham 


\la 


sales 


He was formerly in the commerci 
department of the Birmingha 
Electric Co. 

Mr. Olson cover 
ting of W iscot 


lowa, and also North and South 


will territory consi 
Minnesot 
I Yak« ta 


Northe T! 


part of sin, 


Previously associated with the 


States Power Co., he will now make | 
headquarters along with W. E. Huski: 
at 305 Sth Street, South, Room 208 
Minneapolis 15, Minn 


W. E. Conley Presented 
With J. E. North Award 


CLEVELAND—W. E 


trict engineer of the G. F 


( onley, dis 


Lamp Depart 
, became t] 
Awat 


testimonial certificate 


ment’s Buckeye sales district 
first winner of the J. E. North 
Presentation of the 


and $100 cash prize which accompa 


the award was made at a recent lunche 


sponsored by the Electrical League 
Cleveland and attended by executives 
league-member companies 

W. E. Henges, league vice president 
and Erie district manager of the Gra 


bar Flectric Co.. made the 


Mr. 


testimonial to the 


presentation t 


award d a 


Electric GC 


which was accepted on the behalf of that 


also simila 


Conley He 
General 
rm by C. B. Gray, manager of tl 
Buckeye sales district 


Mr. Conley won the J. E. North 





J. E. North Award. Left to right W. E. 
Henges, league vice president; W. E. 


Conley, award winner; J. E. North, 


league president; C. B. Gray, of G. E. 
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1947, 


s zealousness in assisting the people of | 


declares the testimonial, 
s community to achieve and enjoy the 
vantages of modern lighting in schools, 
tores, office and public buildings, and 
lustrial plants, and for his outstanding 
rvices in provroting the progress and 
elfare of the Electrical Indvstry.” 














Speakers who cescriled Mr. Conle,’s 


ntributions to the Lluminating engineer- 


ALL-STEEL 
INDENTER-TYPE 


profession and to the progress in 
cal industrial and o‘fce lighting wer 
\. F. Waketield, past president of the 
Illuminating Engineering Society: L. D 


Cleverly, president of the Electrical 


APPROVEDe 


Maintenance Engineers Association of 
Cleveland; S. M. Buckingham, © past 
resident of the National Association ot 
Building Owners and Managers 

Phe J. EK. North \ward vas estab 
lished last year by the directors of the 
Electrical League of Cleveland in honor 
ft J. E. North, who has served as league 
president for 26 consecutive years \p 
proximately 10,000 Greater Cleveland em 
loyees of member companies are eligi 
le for consideration for this annual 


award. 


Love Electric Employs 
Lighting Sales Specialist 


rACOMA, WASH.—The Love Ele 
tric Co., electrical wholesaling firm of 
eect papbins: J ere egg _ Select the best, insist on 
fightin: - cialict - ~~ "hes Briegel All Steel Fittings, the 
neentmied with the Puget Sout Powe only approved Indenter type 
se yaaa ae : Sg eeag ogee connectors and couplings for 
In addition, it was learned that J. B thin wall conduit tubing. You 
Love, secreia treasurer of the firm, 1s 


Sang gegen will not only find that Briegel 
n what he says might be called the “con 


Cross Section Show- 
ing Indentations. 


indenter Fittings are easier 


tinuing’”’ committee for the opening of 


the Tacoma Narrows Bridge. He was on and faster to use, but also 
a similar committee about five years ago 
make neater, stronger con- 


planning a celebration for the opening of 


nections. Two Easy Squeezes 


n earlier bridge. But that span collapsed 


on after it was put into commission 


and they’re set. Start using 


Briegel Fittings today. Have 4 R / t G 7 [ 
more satisfied customers— ; 
DISTRIBUTED BY 
The M. B. Austin Co., Northbrook, Ill. 
Clayton Mark & Co., Evanston, Ill. e 


tage Pence ying 7s Macy "slaty GALVA, ILLINOIS 


Z 


ow that a new bridcee is being built, Mr. 


Love finds himself back on the same com- 


nittee planning a bigger and better cele 


ration than before. : 
ation than betor¢ more profits from each job! 


Purchasing Agents Assn., 


Cincinnati, Elects Mullen 
Gen. Electric Co., Bridgeport, Conn. 
The Steelduct Co., Youngstown, Ohio 
Enameled Metals, Pittsburgh, Penn. 
National Encmeling & Mfg. Co. 


Pittsburgh, Pa. 


» All B-M Fittings Carry the 


& rs : 
ea toast” Underwriters Seal of Approval 


CINCINNATI Joseph J. Mullen, 
irchasing agent and production man 
ger of Ilsco Copper Tube and Products, 
Inc., of this city, recently was elected 
resident of the Cincinnati Association of 
‘urchasing Agents, Inc. This organiza 
is composed of about 200 members 
presenting leading industries of Greater 
cinnati and is affiliated with the Na- 
nal Association of Purchasing Agents 


NEATEReFASTEReSTRONGERe 
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FOR SMOOTH, 


| 


Whatever the job location, the port- 
able GREENLEE Hydraulic Bender can 
be taken right te the spot where the work 
is to be done. 

Bends are quickly made exactly 
where and when wanted .. . tailored 
to the exact requirements of the in- 
stallation. For example, the GREENLEE 
Bender owned by Griffin Electric Com- 
pany of Owensboro, Kentucky, is 
shown above on job location where 
it was used to bend various sizes of 
conduit from %”" to 4%". 

No time was lost waiting for fittings, 
job moved swiftly, efficiently with 


YOUR SALES 
Hydraulic Conduit, Pipe and Bus-Bar Benders 
Pipe Pushers « 
Cable Pullers «+ 
Bits « 


Spiral Screw Drivers «+ 


Bit Extensions * Draw Knives 





108 








|, ACCURATE BENDS*,|, 


OPPORTUNITIES WITH 
Steel and Copper Tube Benders « 
Knockout Punches and Cutters 
Automatic Push Drills + 


Chisels and Gouges °*« 


| 


A 


GREENLEE HYDRAULIC BENDER 


big savings of labor and materials. 

Today your customers are vitally 
interested in this kind of equipment 
that speeds their jobs, cuts labor and 
material costs. Tell them about the 
GREENLEE . . . one-man operated ... 
quickly and accurately bends pipe up 
to 4%", rigid and thin-wall conduit, 
tubing, bus-bars. Compact, portable. 
Get complete sales facts 
now. Write Greenlee 
Tool Co., Division of 
Greenlee Bros. & Co., 
1848 Columbia Ave Nt os 


Be 
U 
Ll 





nue, Rockford, Illinois. 





TOOLS FOR CRAFTSMEN 


GREENLEE 


THE 


GREENLEE LINE 
Hydraulic 
* Radio Chassis Punches ¢ Joist Borers 
Auger Bits « Expansive 


And Many More 
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Sylvania Lays Cornerstone 
For Research Laboratory 


BAYSIDE, L. I. 
the first of a group of modern research 


The cornerstone for 


laboratories for Sylvania Center was laid 
Walter E. 
man of the board of 


here recently by Poor, chair- 
Sylvania Electric 
Products, Inc. 

The cornerstone ceremonies were at 
tended by Sylvania and civic officials and 
employees fron 


a group of company 


plants in Massachusetts, New York, 
Pennsylvania and West Virginia. Be 
sides Mr. Poor, those who spoke i! 


cluded: E. 


in charge of 


Finley Carter, vice president 


engineering; and Howard 


Richardson, director of industrial rela 


tions—both of Sylvania. 

The initial laboratory building is to be 
dedicated late this fall, and will form on 
[ laboratories which will 


of a group of 


comprise the Sylvania Research Center 


covering 28% acres 

Personnel Changes Made 

By Wesco, North Pacific 
SEATTLE—The North 


trict office of the Westinghous« 


Supply Co., 


Pacitic dis 
Elec tric 
in this city, has made several 


personnel changes, it was learned re 


cently 


The new district auditor is J. E. Simp 





JACKSON 
QUALITY 


YARDLIGHTS 


No. 
8972-8974-8976 


FOR RURAL 
LIGHTING 


@ No. 8972 has 12” porcelain 
enameled reflector 

@ No. 8974 has 14” porcelain 
enameled reflector 

@ No. 8976 has 16” porcelain 
enameled reflector 
COMPLETELY WIRED 

AND ASSEMBLED 

For REA Installations. 


® Sold only thru Wholesalers 


® Manufacturers of 
Lighting Equipment 


JACKSON 
ELECTRICAL COMPANY 


900-910 W. Van Buren St., Chicago 7, Ill. 
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on. Formerly auditor for the California 
listrict, he was transferred to the North 
Pacific district to replace E. F. Huntley, 
vho is retiring. 

Appointed as apparatus and supply 
manager at Wesco’s Spokane, Wash. 
ranch was Fred L. White, formerly a 
salesman for that branch. M. A. Collins, 
vho was previously with Wesco’s Fargo, 
N. D. house, is now a salesman with the 
firm’s Yakima, Wash. branch. 


Good Lighting Sells Goods 
California I.E.S. Is Told 


SAN FRANCISCO—‘Lighting prop- 
erly applied is a dynamic sales force and 
to realize the value it contributes to a 
store requires more than new lamps and 
novel lighting fixtures,” C. M. Cutler, 
hghting specialist from General Electric’s 
Nela Park, told a recent meeting of the 
Northern California Section of the III- 
uminating Engineering Society at Treas- 
ure Island here. 

Pased on the theory that “the more 
customers see, the more they buy,” Mr. 
Cutler, who heads the lighting-for-selling 
section, engineering division of the G. F. 
Lamp Department, said that lighting 
should have three main purposes. The 
irst of these is for attraction when the 
prospect’s attention is arrested This 
gives full sales value to the entire store 











COMPCO CIRCLINES 
MOVE FAST! 





GET YOUR SHARE OF THE 
PROFITS WITH COMPCO 


They'll give you fast action because 
they're designed and built with an eye 
to buy-appeal. 


No. 2€130 





Made of heavy-gauge pressed steel. 
Stock them in these two popular colors 
and trims: Ivory with polished brass 
trim and white with polished aluminum 
trim. 


Co 


2251 St. Paul Ave., Chicago 47, Illinois 











cime 


WIRY AL 





Accommodates a Broad Range of Cable Sizes 
Gets the Job Done Faster ... Easier! 


Frankel Split Bolt Connectors are easy to use on all types of 
connections, whether temporary or permanent. A _ proven 
favorite for taps, dead ends, motor leads, and in junction 
boxes, etc. For working in close quarters or mean spots, you 
can't find a better connector than a Frankel ‘‘Bug."’ 


® compare these advantages! KEEP FRANKEL BUGS" HANDY — 

1. Extra length pressure bar extending YOU'LL USE THEM EVERY DAY 
beyond nut, keeps threads firmly 
meshed, prevents stripping. 


2. Extra wide wrench grip on body. 
3. No sharp edges to nick wires. 


4. All material guaranteed against 
season cracking. 


5. Nut of high strength Duronze. 

6. Pressure Bar is a bronze forging. 

7. Body is 90% copper (comml. bronze). 
. 





Write today for Catalog 4B 
SOLD THROUGH LEADING 
WHOLESALERS EXCLUSIVELY 


FRANKEL CONNECTOR CO. 


27 VESTRY ST. «© NEW YORK 13, N. Y. 


42 YEARS OF KNOW-HOW IN SOLDERLESS CONNECTORS 
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“AGED-IN-THE-OVEN’; 






.- another 


PANTHER and DRAGON 
TEST 


to assure you of 
tapes that last 


@ One of the many tests PANTHER and DRAGON 
Friction Tapes undergo is “accelerated aging.” In the 
oven illustrated, test samples are baked to give the 
effect of many months aging under natural conditions. 
These “aged” tapes always compare favorably with 
their original high standards of adhesive qualities. 
That’s why PANTHER and DRAGON Tapes make 
good splices that last... that’s why more and more 
tape users ask for PANTHER and DRAGON. 
Sold ony through recognized independent whole- 
ee at salers. The Okonite Company, 
Passaic, New Jersey. 


> pe Dragon 


friction and rubber tapes 
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area or accents feature items, thus achiey 
ing larger sales per customer. 

Secondly, lighting should have appratis- 
al value which enables the prospect to 
examine the merchandise with ease and 
to see accurately for faster buying de- 
Lighting, third 
ly, should have atmosphere qualities, Mr 


cisions with fewer errors 
Cutler said. This will help make the per 
imeter and entire space appear to bette: 
advantage 

“Lighting designed to serve basic met 
chandising functions means more sales 
per customer, more sales per square foot 
of space, more sales per staff member, 
per dollar of expense: and investment, 
therefore greater net profit,” he con 
cluded. 


Turner Appointed Manager 
By Herman Nelson Corp. 
MOLINE, ILL 


has been appointed manager of the Mer 


Howard A. Turner 


chandised Products Division of the Her 
man Nelson Corp., of this city, according 
to a recent announcement by Richard H 
Nelson, president. He will coordinate 
the activities of all departments of the 
firm to further the development and 
marketing of its heating and ventilating 
products. 


Bringing more than 20 years of experi 


NOW ROUND-SHANK DRILLS 
FOR SHALLOW DRILLING 


25% REDUCTION! 


FLUTED DRILLS FOR 
ALL DRILLING 
= DEEP OR SHALLOW! 


\ 


Y 












Round drills, especially 
recommended for shal- 
low drilling of masonry, 
now cost 25% less. 
New CARBOLOY drills with fluted 
shanks drill deep or shallow 
holes in masonry. 


CARBOLOY rotary masonry dril‘s 
give you clean, true-sized hole 
quieter—up to 4 times faster. 

CARBOLOY Cemented Carbide tips 
stay sharp up to 50 times longer 
They fit drill presses, 
electric drills, hand 


portab!e 
braces. 





Also available in handy 
canvas kits of six. 


Three Assortments 


$10.40, $12.45 
and $15.25 


Write for 
resale proposition 


CARBOLOY COMPANY, INC. 
11127 E. 8 Mile St., Detroit 32, Michigan 


CARBOLOY “OSoONEY 
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with distributor organizations and 


merchandised products of an 


envi- 


eered nature to his new position, Mr. 
er Was at one time southwest re 
il manager and later national com 
ial sales manager of the Nash-Kel 
tor Corp. Before joining the Her 
Nelson Corp., he served as managet 
the Waste Foods Disposer Division of 
Eureka-Williams Corp. 











J. 


appointed operations manager of the 


JOE) WRIGHT recently was 
Afton-Lemp Electric Co., electrical 
wholesaling firm of Boise, Idaho. Mr. 
Wright formerly was associated with 


the Rocky Mountain Electrical League. 



















La a Gact! 


ILSCO LUCS 


ARE 


10% to 20% 
COOLER 


than the heavy cast 





lugs you now use. 





Prove it 
to yourself — 


WRITE FOR SAMPLES and the 
llsco 54-page illustrated 





catalog. 


COPPER TUBE 
& PRODUCTS, Inc. 


CINCINNATI, OHIO 
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COMBINATION 
COUPLINGS 





EMT SERVICE CAPS 





THREADED BODIES 





GROUND FITTINGS 





SQUEEZE CONNECTORS 





EMT 90° 
ELBOW CONNECTORS 





REVERSIBLE 
CLAMP CONNECTORS 





ANGLE 
CONDUIT INSULETS 


@eeeveeeseseeer 
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THEY FIT! THAT'S 
WHY CONTRACTORS 
“GO” FOR THEM 
IN A BIG WAY! 





A complete line that 
Sells on its reputation 


ASK THE CONTRACTOR-- 
the man on the job can only 
be sold one way — fittings 
must fit . . . must do a good 
job faster! That’s why GED- 
NEY Fittings—made of high 
grade malleable iron — are 
called for in greater quantities 
than ever before. 


GEDNEY Fittings represent 
a complete line manufactured 
to exacting standards of de- 
sign, fabrication, inspection 
and packaging. 


Consistent advertising to the 
trade . . . complete, easy-to- 
use manuals compiled 
with modern merchandising 
methods—all help to move 
GEDNEY Fittings with little, 
if any, sales effort. Packaging 
permits instant identification 
of contents for the conveni- 
ence of user and jobber. 


GEDNEY 
ELECTRIC CO. 


RKO BLDG., RADIO CITY 
NEW YORK 20, N. Y. 


NEW 62-PAGE CATALOG — 
WRITE FOR YOUR COPY! | 


The new GEDNEY man- 
val — concise, factual 
and indexed — com- 
pletely lists and il- 
lustrates the wide 
range of sizes and 
types of GEDNEY Con- 


Factory, Foundry & Shipping 
Point: Terrvville, Connecticut 


duit Bodies and Fit- 
tings. Please write for 
your copy on com- © 


pony letterhead. 


A oak 


| 


BUSHED ELBOWS 


eeeeeneaeneeeene 


1946 CODE 
PYX CONNECTORS 





CONDUIT COUPLINGS 





EMT BODIES 





CONDUIT NIPPLES 





CORD GRIPS & 
PVX CONNECTORS 





EMT BODIES 





WATERTIGHT 
BOX CONNECTORS 


WPeeeeeeeevee eee 
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New Wholesaling House 
Opens In Pueblo, Colo. 


















































PUEBLO, COLO.—Pueblo Elect: 


Supply Co., a new wholesale supp! 


house, recently opened at 131 Spring 
Street here. Joseph H. Edwards ar 
Lester A. Johnson, both formerly of Syl 
vania Electric Products, Inc., at Omal ; 
| Neb., are the proprietors. 


Oppose Refrigeration 
Contractor Licensing 
WASHINGTON—*Registration or | 


censing of air conditioning and refrige: 





ation contractors is contrary to the be 


> . ° . el 
interests of the public and of the air cor 
ditioning and refrigeration industry,” d 
clared the board of directors of the A inte 
Conditioning and Refrigeration Machin 
ery Association at its recent meeting a , 
Hot Springs, Va G 
In unanimously adopting a_ statemer Ts 
of policy on this subject, the association’ 
directors drew particular attention to thi S 
yossibility of abuses inherent in contrac ma 
tor licensing and its effects on users of the 
the industry’s products. The text of th 193 
statement as adopted is as follows: al 
“ACRMA believes that registration o1 Bal 
licensing of air conditioning and refris age 





eration contractors is contrary to the best 








* STEEL CITY 
(Original Fullman Type) 
Outlets are designed to 
meet all Floor Outlet re- 
quirements as well as 
for ease of installation 
jn concrete, composi- 
tion, and covered or un- 
covered wood floors. 











PAINE 
SPRING WING 
TOGGLE BOLT 


The Paine Spring Wing Toggle Bolt— 
a must item for hanging anything to 
hollow material such as wood, gypsum, Sol. 
marble, lath, plaster, tile and sheet | 
rock—it’s easy to install—drill hole— \ 
slide wing end through—tighten bolt 
and you have a sturdy positive an- 
chorage. 





Send for the complete catalog on 
Paine fastening and hanging devices 


; lt ee THE PAINE CO. Sets in 
ns Oe oe oe Oe On se ‘4 ELECTRIC CO. ; 
OUTLET BOXES AND COVERS SWITCH AND FLOOR BOXES * PA IT N E x 
JUNCTION BOXES, CONDUIT FITTINGS AND ELECTRICAL SPECIALTIES 


COLUMBUS AVE., PITTSBURGH 12, PA. a uanasen DEVICES 
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nterests of the public and of the air con 
tioning and refrigeration industry. 
“Licensing requirements provide a 
aidy and convenient channel for abuses 
such as the limiting of competition by ex 
essive fees, through unreasonable re- 
urements, and through administration 
examining boards and enforcement 
gencies which may be less than impar- 
tial. Excessive fees, unreasonable exami- 
ition requirements, and similar features 
end to limit free and competitive enter 
prise and create barriers to interstate and 
intercommunity commerce 
“Licensing charges must be reflected in 
higher over-all costs of air conditioning 
nd refrigeration installations to the buy- 
er, Without any assurances of quality of 


uipment, proper installation, and safe 


operation of air conditioning and _ refrig 


ration installations.” 


G. E. Names E. H. Vogel 
lo Electronics Department 
SYRACUSE, N. Y.—E. H. Vogel, 
manager of the radio sales division of 
the General Electric Co. from 1936 to 
1939, has returned to that company as 
a member of the staff of Dr. W. R. G 
Baker, vice president and general man- 
wer of G. E.’s Electronics Department, 


was announced recently. Mr. Vogel’s 


——s 2 
ELECTRICAL 
SPECIALTIES 


FOR HEAVY 
INDUSTRIAL SERVICE 


‘FROM STOCK 















3-Conductor Single 
Soldering Angle Conductor 
Lug Pothead Pothead 





Write for a complete selection of 
RUSGREEN bulletins 





ENDULATORS (POTHEADS) ALL SIZES ALL 
SHAPES * ALL VOLTAGES © ALL TYPES 
* BUS SUPPORTS » SPLICING KITS AND 
MATERIALS * INSULATING COMPOUNDS 


a Se 


RUSGREEN MFG. CO. 


14260 Birwood Avenue * Detroit, Mich. 
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| Hew POSITIVE LOCK 
Construction of 


TuVy V4 a Renewal 














| The brass lugs inside the caps used on 
Monarch Fuses (see illustration at right 
above) fit into equally spaced slots in 
the brass casing inserts. This new and 
improved Monarch construction assures 
true alignment of the copper holding 
terminals . . . and establishes a positive 
lock on both ends of the fuse. 


MONARCH’S Compressed Tension Lock 
Washer construction (illustrated at left) compen- 
sates for contraction and expansion of the fibre bar 

| by exerting constant tension on the bar... and 
assures no loose parts. The washer also separates 
the fibre bar from the copper terminals . . . a spacer 
to provide better cooling. 










Monarch Fuses are fully ap- 
proved and are available through 
recognized wholesalers. 


Specyy Manarch Fuses 
a nega | 


pF, FUService 


paso i 








MONARCH FUSE CO., LT 


116 £. FIRST ST., JAMESTOWN, 




























"PM" TYPE 


CONTROL TRANSFORMERS 


Used on magnetic starters, breakers, 
cabinets, etc., for outside mounting 
where lower than line voltage is desired. 
Equipped with nipple and locknut for 
knockout mounting. Made in 50-60 cy.— 
460/230 volts primary, 115 volts sec- 
ondary. Capacities up to 250 V. A. in- 
clusive. 
. 


IMMEDIATE 
DELIVERY 
FROM STOCK 


DONGAN ELECTRIC MFG. CO. 
2989 Franklin Detroit 7, Mich. 






The Dongan Line We Invite 
Since Nineteen-Nine Inquiries 








FOR RELIABILITY 





@ RELIANCE “Trouble -free time 
control” is the line of least sales resist- 
ance. It’s also a proved selling phrase 
that will add volume to vour time 
switch sales. Reliance Time Switches 
are all the name implies . . . they have 
been giving faithful service for more 
than 38 years. Both the heavy duty 
“Badger” and the “Model W” are ex- 
tremely simple, compact, economical 
and dependable. Reliance Time 
Switches — guaranteed 50% longer— 
are designed to meet practically every 
automatic control requirement. For 
complete information, write — RELI- 
ANCE AUTOMATIC LIGHTING . 
CO., 1911 Mead St., Racine, Wisconsin. 
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headquarters will be at the firm’s new 


Electronics Park plant here. 

\s an advertising and sales executive 
for a number of prominent concerns, Mr 
Vogel has specialized in the broad field 
of merchandising since 1919 when he 
joined Kohler Industries as advertising 
manacer., Since that time he has beer 
associated with the American Piano Co 
the RCA Victor Co., the General Electri 
Co., and the Farnsworth Television ar 
Radio Corp. In 1947 he resigned as vic« 
president in charge of sales for Farns 
wortl 

‘ | ww T 
CORRECTION 

In assembling the New Products Se 
tion which appeared in the July issue o 
ELECTRICAL WHOLESALING the descrip 
tions of two new product items show 
on page 77 of that issue became trans 
posed 

We apologize for the error and reprint 
below the items as they should have ap 





FLUORESCENT FIXTURE 

An all-plastic commercial fluorescent louver 
which employs no metal restraining parts. 
Sides, longitudinal and transverse louver sec- 
tions are all made of the same identical 
plastic material. The parts are self-locking 
and are bonded into an integral unit which, 
the manvfacturer states, cannot warp, sag, 
expand or discolor under any normal operat- 
ing conditions. The fixtures may be surface or 
pendant mounted as individual units or in 
continuous runs. Ballast is enclosed in the 
channel. Holdenline Company, 2301 Scran- 
ton Road, Cleveland, Ohio. 





FLUORESCENT FIXTURE 

This fluorescent lighting fixture is designed 
for individual or continuous row mounting on 
a horizontal or vertical plane. Lamp sockets 
are flush with ends of units, permitting back- 
to-back mounting for continuous row install- 
ations. Width of channel covers an outlet 
box. Made of heavy 20 gauge steel and fin- 
ished in baked white enamel, the fixture uses 
two 40 watt lamps (high power factor with 
brick type ballast). It operates on 110-125 
volt, 60 cycle a.c., and has knockouts for 
easy wiring-in and punched holes for screw 
mounting. Approved by Underwriters’ Lab- 
oratories. Mitchell Manufacturing Co., 2525 
Clybourn Avenue, Chicago 14, Ill. 
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iGraybar, Tacoma, Names 
‘Two To Managerships 


rACOMA, WASH.—T. H. Challman, 
formerly an appliance salesman, recently 
s appointed appliance sales manager at 
the Graybar Electric Co. office in this city 
Named as operating manager here was 
ar! Mann, succeeding J. G. Gillespie, 


was transferred to Graybar’s Port 


and, Ore. branch as operating manager 
ther change made here recently wa 


the separation Of apparatus trom supp! 


Royal Electric Announces 
Southeast Representatives 
PAWTUCKET, R. IJ. G. Riesma 
resident of the Royal Electric Co 

is city, recently announced that 


will be represented in the Southeast 


Fulwiler & Chapman, with main office 
warehouse at 702 Whitehall Street 
S.W., Atlanta, Ga., and offices and ire 


yuuses at 213 South Front Street, Ne 
irleans, La., and 1563 O.R.D. Broad 
\ 


Street, Greensboro, ( 


J. T. Fulwiler and Cary Chapmar 


e organization which will represent t 
yn plete line of Ro electr 

ires, plug fuses, renewal 

newable TuSsesS, cord set, and lect 
spe ialties to the vholesale trade 





WEHLE ELEVATOR 


CONVEYOR 


(floor-to-floor) 
e LABOR SAVING A 


e BELTLESS N 





«SPACE SAV 


ING 


« VARIOUS 
LENGTHS— 





MODEL A 
MODEL B 


LOW COST Installation—Operation— Maintenance 


WEHLE CONVEYOR CO. 


201-203 WATER ST.. BINGHAMTON, N 























OLIVER provides two sales points that you 
will find most helpful—a favorably known 
name and a complete line of Pole Line Ma- 
terials. Make full use of these points when 


contacting your customers! 


ay, a“ 
¥ QA 
“ 
- a 
a 
! f r , 
\ 
% 





ik OWN ANNO sTecet 


= CORPORATION 


South Tenth and Muriel Streets - Pittsburgh 3, Pa. 
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HYDEE HANGER* 


hangs chain suspended industrial fixtures quicker, easier 





A screwdriver is all you need...for new or ‘‘change-over’’ jobs. Fits 

standard 4’’ or 3%"’ outlet box or plaster ring. Self- grounding... you 

5] 65 can use 2-wire cord and plug. Complete with receptacle, two 
LIST = § -foot chains, spring wire ‘‘S’’ hooks and cord clips. 

Day - Brite Lighting, Inc.,5405 Bulwer Ave., St. Louis 7, Mo. 

Nationally distributed through leading electrical supply houses. 


in Canada: address all inquiries to Amalgamated Electric Corp., 
Ltd., Toronto 6, Ontario. 





IT’S EASY TO SEE WHEN IT’S 


and No. 440914 
Underwriters approved. 































SAVE CONDUIT, COPPER 
AND LINE LOSSES 
ACHIEVE CLEAN-LOOKING 
INSTALLATIONS 


with CHICAG 
| TRANSFORMERS 


Eliminate unnecessary runs of 115-volt 
wiring to machine tools, welders, and 
other production equipment. Install 
these versatile transformers on the same 
220 or 440-volt power line used for ma- 
chine operation, and supply lighting and 
other 115-volt requirements up to 250 
VA (continuous duty) with economy. 


























@ Simple, convenient to mount—will fit on 
any FD or FS-type conduit box. 


@ Secondaries fused for overload protec- 
tion. 


@ High quality core and coil construction 


en ae for long and dependable operating life. 
< .% J  @ Durable cadmium plated finish on shields 
 - 4 and cover, 
- 
. ee > 
> ea = Write for prices and further details. 
A. oF, shee 
¥ oe ee 


TIM RLU ON 


Division of Essex Wire Corpora 





3501 ADDISON STREET * CHICAGO 18, ILLINOIS 
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Fischer S. Black 


Fischer S. Black Becomes 
Electrical World’s Editor 


NEW YORK—Fischer S. Black, forn 
merly assistant to the president of tl 
Potomac Electric Power Co, Washing 
ton, D. C., has been appointed editor 
Electrical World, a McGraw-Hill publi 
cation. 

Mr. Black brings 15 years of ex 


perience in the operating electric utility 


business to Electrical World, having a 
quired it in the engineering, system plan 
ning and executive departments of the 
Potomac Electric Power Co. and_ th 
Nantahala Power and Light Co., Bryson 
Cy, N.C. 

\ War Manpower Commission cot 
sultant during the war, Mr. Black since 
1946 has been a director of the Electric 
Institute of Washington. He has also 
served as chairman of the Washington 
section of the American Institute of 
Electrical Engineers and as chairman of 
the Washington Board of Trade’s City 
Planning Committee—both in 1946-47 
\t present, Mr. Black is a member of the 
Washington Society of Engineers and is 
\.LE.E. representative to the District of 
Columbia Council of Engineering and 
\rchitectural Societies. 

A native of Bryson City, N. C., Mr 
Black received a B. S. in electrical en 
gineering in 1933 from the University of 
North Carolina. From 1936 to 1939 he 
attended the National University Law 
School and received LLB. and Master of 
Patent Law degrees and took graduate 
work in public utility law. Mr. Black is 
a registered engineer in Virginia. 


Glass Tubing Factory 
To Be Built by G. E. 


NELA PARK—The Lamp Depart 
ment of the General Electric Compan 
will start building a glass tubing factory 
this month at Logan, Ohio, where a 15 
acre plant site was purchased on Marcel 
1, it was announced recently. 

This will be the fourth plant that the 
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General Electric Company has _ erected 
since the war to help meet demands for 
fluorescent lamps. It will manufacture 
glass tubing for fluorescent and other 
® types of lamps. When the plant is in 


§ operation, nearly half of its production 
will supply a lamp factory now being 
built at Circleville, Ohio, and the balances 
will be used in G. E. factories elsewher« 


Completion of the proposed 320x500 WITH THE 


ft., one-story factory is expected by the 
end of the year. EE. A. Howard, manager MARVELOUS 


of the glass manufacturing division of 


the Lamp Department, estimated the 
building’s cost to be $1,250,000 and the 


t of the machinery to be $750,000. If 







































LOOK AT THE FEATURES 
... and look at the price! 


Small, compact, light-weight! 


production demands require it, the plant 





may eventually employ as many as 200 


GoldE Manufacturing Co. 
1222-D W. Madison St. 
Chicago 7, Ill. 


Ohio Fuel Gas Co. 


USES*100 OR 150 WATT LAMP 


Dauphin Salesmen Attend i“ 


Sales Training Course 


workers. } Extremely versatile for all types 
. Mr. Howard said that the contract for ~~ of display spotlighting. So at- 
} plant construction had been awarded to ‘ po stn no pth ewe soc 
the H. K. Ferguson Co., Cleveland. The H control. Full 360 . tilt. Rests 
two glass-melting furnaces will be in- | f stably on base, or can be moun- 
stalled by the Frazier-Simplex Co., ted on ceiling or wall. Easy to 
Washington, Pa. The C & O Railroad | # , oe te ee Se oe 
will provide siding facilities for the fac- : / ust ft. cord and plug. Size 6%" x 
tory. Electric power will be supplied by ' { $10 4” x 5". Weighs 2 pounds. 
the Ohio Power Co. and natural gas for | — \ tess Lamp WRITE FOR FULL FACTS TODAY 
the glass furnaces will be supplied by the ; ~ 
H 
; 
| 
' 
b 
Zag 


; HARRISBURG, PA.—An_ intensified 


sales training course was held recently 


Geot 


PROFIT TEAM 
IN POWER DRILLS 


Get EXTRA SALES with ‘ List Price 

























for the salesmen of the Dauphin Elec 


trical Supplies Co., electrical wholesaling 





firm of this city, according to A. J. Mus- 
ser, president. 


The Couree consisted of 30 hours of CUMMINS Vp and Vs inch drills - b $3995 
} sales training techniques and procedures The Cammins Proft Team of Blec 
developed by D. W. Patterson, supervisor tric Drills has absolutely everything CUMMINS ‘2 DRILL 


that gets more sales .. . and profits MODEL 200 - EQUIPPED WITH 
for you. Cummins Drills are packed JACOBS GEARED CHUCK © 
with selling features. 

BIGGEST DOLLAR VALUE — The Cum- 
mins Drill looks, feels, acts and does 


the job like drills costing many dol- -. 


of the sales training unit of the City Col- 
lege School of Business, City College of 
New York. Subjects covered included: 
“Buying Motives”; how to organize your 

sales presentation; overcoming sales ob- 

jections; the close; the approach; pros- lars more. 
pecting ; system and work: using knowl- 


edge of company and product; and pre- 


MODERN DESIGN — Incorporates all 
the features most wanted by men 2 LUST PRICE 
who know and use fine drills. pete gue Na ae ong 130 $2095 
PERPETUAL GUARANTEE — Assures a ; 


lifetime of satisfactory performance Model 10—Equigged with Jecsbs 


approach. 
Instructing the 18 Dauphin salesmen, 


f key countermen, fixture showroom sales 


ne “S ae ome to every Cummins Drill owner. Hex Key Chuck — List Price $18.95 
sonnel and _ S traine SW ere I, W 4 For complete information about the b--Aétesh thi abie u 
Sullivan and Paul Fletcher, of the ( ity entire Cummins Profit Line, mail Chuck — List Price $17.95 issy @ 


College of New York. Both are business 


coupon TODAY. 


men of long experience in the selling 





MORE THAN 60 YEARS OF PRECISION MANUFACTURING 
(CUMMINS PORTABLE TOOLS EW-8 


Div. of Cummins Business Machines Corp. 
14764 Ravenswood Avenue, Chicago 40, Illinois, U. S. A. 


rofession who are devoting their time 


MODEL 100 
DRILL STAND 
Converts any Cum- 
mins 14 inch drill 
into handy drill 
press. Drills to cen- 
Ws ir- 
ter of 74 inch cir | Name____ - eames ae = 


cle. Max. base to ; ‘ 
chuck 714”. ’ \Company— — seoteesiaas 






the training of younger men 
\ccording to Mr. Musser, the fact that 
tt a single member of his staff was late 1 ad , 
P ¢ ».2 . és 'Please send me additional details on: 
any of the 8:30 morning sessions “is ; 
: ° Ln : ins 14” i } Drill Sez 
ne of the surest signs that the work 17] Cummins 12 Drill (Cummins 4” Drill [Drill Stand 
hich the instructors from the City Col 
lege presented was of an intelligent order 
d 











1 of real interest to practi al salesmen Saittiacas ; 
1. . . 
king for help so as to improve their LIST PRICE $11.45 
é 'Ci Zone.....Stnte...._ 
, duction - 1 City. one tate 
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FIXTURE HANGER... 
That Adjust With a Twist of the Wrist! 


At last you can get a Fixture Hanger that turns to 
any angle after being screwed to an outlet box, 
Although base and receptacle remain stationary, 
hanger arms may be turned to align with any 
preconceived lighting plan. Exclusive Friction Ring 
firmly holds fixture in selected position. Hanger 
screws on to 344” or 4” outlet boxes, no other 
fastening necessary. Furnished complete with re- 
ceptacle, two 5° chains, hooks and cord clips. 


Friction-Set K100 . . . List Price $1.10 


new “Yriction-Set” 





For any fixture position 


Also Available with 3 Wire Solid Ground Receptacle 
Write for Bulletins K25 and K26 


SIMPLET ELECTRIC COMPANY 


3600 West Potomac Avenue * 
112 Chariton Street * 


Chicago 51, Ill. 
New York 14, N.Y. 


































e HIGH SALES VOLUME 
e HEALTHY, CONTROLLED PROFITS 
¢ AUTOMATIC, REPEAT BUSINESS 


Sell... 























REG U S PAT. OFF. 





TRICO PRODUCTS sell easily . and 
STAY SOLD. The policy, ''More Value 
and Quality Per Dollar,’ quarantees 
satisfied customers, repeat sales and 
profits 


COMPARE THESE FEATURES: 


e TRICO gives you a VARIETY line 
Maximum sales per call. 

e TRICO research 
improved products 
of competition 

e TRICO'S 


petition . 
. you BUILD for the future 


constantly gives you 


individual design 


speeds up sales for you 


controlled profit margins 
competition, 


Get Started Today Toward More Profits. 


. You're always ahead 


eliminates com- 
you get ALL the repeat business 


e TRICO advertising covers your markets . . 


e TRICO sells only THRU THE DISTRIBUTOR 
. You get 100% co-operation and healthy, 
without price 













RITE FOR 
OMPLETE 
CATALOG 


It's yours for the asking. 


J 


Investigate the many 
‘plus-values'’ of TRICO 
products. ... It will get 


you started on some real 
profitable business. 


» 


8 








ORDER TRICO . . . STOCK TRICO . . . SELL TRICO 
TRICO FUSE MFG. 


co. 


MILWAUKEE 12, WISCONSIN 
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HEADING the _ recently-established 
sales promotion department of the 
Stubbs Electric Co., electrical whole- 
saling firm of Portland, Ore., is Ken- 
neth A. (Jack) Erskine. The objec- 
tives of his department are: To co- 
ordinate the efforts of the sales depart- 
ment in all its branches; to study all 
new items and actively promote them 
while they are still new; to handle all 
dealer cooperative advertising. 


————————— 





U.S. Rubber Putting Nylon 
On Electric Building Wire 


NEW 


Rubber Lo 


YORK—The United States 


is now putting nylon on 


of the smallest electrical wires ever 


veloped for wiring homes, offices, fa 


hotels and other 





tories, buildings, it 


announced recently. 


Under the nylon are two layers of 
sulation—natural rubber and Neopret 
synthetic rubber. The nylon is hot 


liquid when applied over the rubber. Be 
coming extremely hard and smooth uy 
cooling, it gives the conductors better 
protection 

The new wire is reported to be 30 pet 
cent smaller in diameter than conver 
tional building wire, thus taking up less 
room in conduit and permitting the us¢ 
is claimed to be 


oil, 


will be 


of more conductors. It 


gasoline, fire, moisture, 
light, 
under the name Neolay Type RU 
14, 12, 10, 8 and 6 


resistant to 


acids and and marketed 


in sizes 


Wesco Appoints Haynes, 
Barney and Caldwell 
NEW YORK — The 


Electric Co 


Westingh« 
recently announced the 
( 


Jess Haynes as ent 


pointment of 
district appliance manager, T. F. Barney 
as New district 
supplies manager, and Ward Caldwell as 
Midwest district 

Mr. Haynes, 
Central 


previously 


haha 


England apparatus & 


ened 


farm sales supervis 
who succeeds R. T. | 


district 


= 


appliance n 


L>¢ ¢ 
KINS aS 


was with the applia 


ager, 


division of the Westinghouse Electr: 
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Corp. He also has had many years of ex- 
perience with a public utility in Pitts 
burgh, as well as years of service with 
Pittsburgh distributor 


Succeeding R. N. Chapman, who was 


ranferred to Wesco headquarters as 


headquarters training supervisor, is Mr 
arney. Prior to his appointment as New 


England district apparatus & supp-ies 
manager, Mr. Barney was operating man- 
ager of the Westinghouse Electric Sup 
ply Co., Hartford house Between 1936 
and 1947 he worked in the supplies and 
apparatus and supplies sales departments 

Wesco’s Springfield branch 

\ newcomer to the Westinghouse Fle 
tric Supply Co. is Mr. Caldwell. His 
qualifications for the position of Midwest 
district farm sales supervisor include: 
One year of practical experience in the 
operation of two farms in Illinois; two 
years as sales manager of an automotive 
wholesaling firm; and six years as a 


salesman with an automotive wholesaler 


Robbins & Myers Names 
Four For Promotions 


SPRINGFIELD, OHIO—Robbins & 
\vers, Inc., of this citv, recently an 


nounced the appointment of four men to 


managerial position Ss Charles \ Slack, 
formerly manager of the firm’s New 
York office, has been named sales man 


ager of the motor division. Now manag- 
the New York office is John 
formerly assistant managet Robert 


Freundt was appointed manager of the 


Philadelphia office, succeedit M4 1 nald 
Ridgway, who has taken over as man- 
ager of the Chicago office 








P. A. RODENBERGER (left) re- 
cently was named manager of the 
Eugene, Ore., branch of the Eoff Elec- 
tric Co., electrical wholesaling firm. 
Shown also at the Eugene branch’s new 
juarters at 556 Charlton Street is S. ©. 
Peterson, counter salesman. In addi- 
tion, George Elliott, formerly with the 
Stubbs Electric Co., has joined Eoff’s 
branch at Portland as a salesman cov- 
ering city territory. 

























30 AMP. 
440 VOLTS. 


A. C. 


urdy, precision - built 
construction to with- 
stand the severest service conditions. Safe, 
trouble-free performance. 
Advanced features include: Receptacle has fully protective 
hinged cover and gasket, strong spring keeps door closed 
and dust-tight, solderless terminals with metal shield for 
protecting terminals, compact design, yet large capacity. 
Plug contacts are precision-machined, self-wiping, and 
self-aligning, and positive grounding. Adjustable cord 
grips eliminate strain on connections. Locking is auto- 
matic and positive. Plugs and connectors entirely steel- 
clad, cadmium finish and with dust-proof protection. All 
interiors of molded phenolic material. 


Ay ow ANG 
PYLOCHRS 
PANGS 





Write for 
BULLETIN EL 446-10 





Sold through Electrical Jobbers 
Sales Representatives in Principal Cities 











RUSSELL & STOLL COMPANY. INC. 


Precision-Built Electrical Equipment 
125 BARCLAY STREET, NEW YORK 7, N. Y. 


UNIVERSAL 
PORCELAIN | 


1549 
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. QUALITY 
that 


backs up a 
Good Got-/ 


IVERSA CLAY PRODUCTS CO. 


FIRST STREET SANDUSKY, OHIO 


' 119 
























*No. 3005 
F 





McGILL Adaptable 
Lamp Changers stop 
lamp changing haz- 
ards. Safety insulated. 
Convenient to use. 
*Trade Mark 


MCGILL vaporproor LAMP GUARDS... 
| TAKE PROTECTED LIGHT ANYWHERE 





No. 8000-SR with 
No-Rol zinc 
plated wire cage. 
Wood handle with 
LEVOLIE R* 
Switch. Lamp size 
—- 40-100W. 


Be sure of complete safety from fire and other disaster caused by a spark, heat or breakage 
of light bulbs with a McGILL Vaporproof Portable Guard. 

Models designed for particular uses include such important features as brass or fibre 
cages, unbreakable moulded bakelite handles, heat and impact resistant globes. Completely 
air tight and waterproof. 

Over a hundred other McGILL Lamp and Wall Guards available. Each built for a 
specific requirement of industry. They insure safe, convenient light anywhere it is needed 

. thereby increasing production. 

*No. 3005 Vaporproof Guard has a heavy brass wire cage with sealed Insurok handle 
and air and moisture proof globe that is heat and impact resistant. Lamp size — 100 W. 





No. 4675 uses No. 1440 Wall Guard 
relished, TEVOLIERS £08 prorecion of bulbs 
Switch. Cage of zinc yo e. las ae = 
plated heavy steel 100 W 
wire. Lamp size — . 


25-100 W. 




























350 N. Campbell St., 


Fi to Discard. 
OLD-FASHIONED WAYS 


Jacks . . props .. shores. . 
horses . . why fool with these 
obsolete methods of handling 
reels? DO IT THE MODERN, 
EFFICIENT WAY! Reel or 
unreel wire, cable, rope with 


KT ( ROLL-A-REEL 















Simple, strong, eas- 
ily handled stand 
for your reels to 
save time and labor. 
Adjustable slots for 
—" variety of reel sizes, 


Style A: 2,000 Ibs. cap. 37.50 


Style B: 4,000 Ibs. cap. 75.00 
f.o.b. Cincinnati 


WRITE FOR DETAILS TODAY 


ROLL-A-REEL 


327 |WEST FOURTH STREET 
CINCINNATI 2, OHIO 











120 












MGI LL MANUFACTURING CO., 


Electrical Division 
Valparaiso, Indiana 








Handles 


perfectly rigid. Handle 
made in one piece. 
DOUGLAS BLADES 
LAST LONGER 


DOUGLAS Compass Saw 
Blades are made from 
highest grade spring steel. 
The teeth alternate from 
one side to the other; each 
tooth double sharpened. 


Send for Price Sheets 


DOUGLAS CO. 


P. 0. Bex 1864 Chariette, N. C. 


DOUGLAS 
ar a 


HANDLE 
DOUGLAS 


Aluminum 
Compass Saw 


low easy ac- 
cess to hard- 
to-reach 
Pat. Pending places. TWO 
convenient 

wing nuts permit quick rever- 


sal of the blade, and hold it 


INC. 





ELECTRIC 


Send today for 
McGILL Catalog 
No. 43 





Me 


VULCAN 


SCREW TIP 
ELECTRIC SOLDERING 
TOOLS 


PRECISION 
SOLDERING 
at 
HIGH SPEED 


OTHER FINE VULCANS 
PLUG TIP (all parts replaceable) 
Pygmy (for delicate soldering jobs) 


WRITE US ABOUT THEM 








AL WHOLESALING 


VULCAN ELECTRIC CO. 


Danvers 9, Mass. 
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J. J. M'tchell 
































’ ‘ 
Mitchell Resumes Duties em 
At BullDog After Illness “dl f . 
aimee ck Wud. she aa The/ key to safe and enduring 
B ; ie aa cnell, ct res e ‘2 ——“e 
ident in charge of sales for the BullDog wiring and tubing support 
Electric Products Co., of this city, has 
fully recovered from his recent severe Non-Shorting, non-corroding, non-tearing and as 
illness and is back at his desk again. strong and durable as any type of supporting clamp 
It was learned that the appointment. of that ever was made, C.P.C. 742 plastic clamps are 
Mr. Mitchell’s assistant, A. A. Togesen, in use wherever safety, light weight, convenience, and 
as sales manager, will relieve him of structural stability are paramount considerations. 
] some of the office details and permit him Send for Circular W 48. 


to devote more of his time to admini 


strative phases in the development of 
policies affecting BullDog’s overall sales . 
— MERCHANDISE MART * CHICAGO 54 


Mr. Mitchell stated that he was deeply 


appreciative of the many kindly inquiries 





he received while in the hospital from 


friends in the electrical industry, many 
of whom he hopes to see on an early 42 WATT 


ving around the circuit 








H. G. Cheney Named to | Circline 
| Westinghouse Lamp Post 


BLOOMFIELD, N. J.—The appoint- Ceiling 


} ment of Harold G. Cheney as assistant 
manager of lamp sales for the Westing- 





. 
house Electric Corp., of this city, was an- Fixture 
nounced recently by Russell E. Ebersole, | 
ewly-named general manager of lamp 
sales. With Westinghouse since 1920, 
Mr. Cheney has been assistant to the gen- Streamlined white baked 
eral lamp sales manager and supervisor enamel reflecting surface, with satin-finished aluminum dome. 
f lamp sales contracts for the past four 
4 


years 110-125 VOLTS, 60 CYCLES, AC ONLY. DIA. 13%”, Height 4”. 


. Complete with 32-watt G.E. circline fluorescent lamp, ready to hang over out 
Ideal Names Dreyfus As ~let box. Mounting equipment supplied is sufficient for most installations. 
Executive Representative Easy to keep clean, fits flush to the ceiling, Shadowless Light. 
SYCAMORE, ILL.—Ideal Industries, CORES SAS PRESS 
c., of this city, recently announced that STRIP—14, 15, 20, 30 and 40 watts. Low and high power factor. Can supply 
l Drevé ale ae es deep reflector. WALL BRACKETS—4, 8, 14, 15 and 20 watts. Chrome or 
J» Areyetss, tormery New 106k Gi white enamel, with or without off-and-on switch, outlet, deflector. BED 
sion manager, will represent the Syc- LAMPS—14 watts, assorted colors. DESK LAMPS—15 watts, single or dual 
ore sales office with the title of ex- TEXTILE INSPECTION UNITS. 


utive representative and will be Ideal’s 


Same ene wa || Salem AZanufacturing Company 














: — He will also cor ae | Tel. 0446 4 Jefferson Avenue, SALEM, Massachusetts 

Nn eadquarters accounts in the Ne 

re i MAKERS OF FLUORESCENT AND INCANDESCENT LIGHTING FIXTURES AND WIRING DEVICES 
rk area ee eae 
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| Cutler-Hammer Moves 


“YJ N ION” Be Houston Sales Office 


MILWAUKEE Cutler- Hamme 


Inc., electrical manufacturer of this cit 

























recently announced the acquisition of ne 


quarters for its Houston sales office. | 





cated at 2415 San Jacinto Street, Hou 
ton 2, Tex., the new quarters provide « 
panded facilities for the company’s sak 
activities in that area. P. G. Greene 
manage the office as a branch of Cutk , 
) 
llammer’s Dallas district sales office. fi 
da 
A 
a “" . t] 
G. E. Lamp Appointments i 
t 
\ 
| I 
A ci 
f- ie | 
PLASTIC : 
NO. 4071-W . 
I 
V 
t 
A. H. MEYER (left), who for more 


than 30 years served as manager of the 
former Midland sales district of Gen- 
eral Electric's Lamp Department, will 
continue in an advisory capacity to the 
recently-appointed managers of the five 
newly-created sales districts of that 
department. Named as manager of the 
Chicago sales district was T. D. Scarff in 

right). 


LISTED BY UNDERWRITERS’ LABORATORIES, INC. 


UL 





This NEW Bakelite or Plastic 
Pull Chain Lampholder has 
convenient back mounted con- 
tact screws for easy wiring... 


full space in box. 





Box sealing rings and reinforcing feet 




















offer a firm foundation for mounting. 





D. O. DICE (left) was appointed man- 
ager of the new Midland sales district, 
Chicago, and F. C. Horton (right) was 
named as manager of the Iowa-IIlinois 
sales district, Davenport. 


‘thick reinforced sections eliminate break- 


age. Light weight makes handling easy. 





The usual “UNION” high quality 
insured throughout. Durable ss 

enclosed switch mechanism. Each |“UNION” PRODUCTS 
} Weatherproof Pigtail Sockets 
Ever-Ready Pin Type Sockets 


‘Insulated Conduit End Bushings 
Insulated Entrance Bushings 


There’s Safety in “UNION” —_ Outlet Boxes & Covers 


cover tested electrically. 











Bakelite Lamp Receptacles Cle 
Hay Mow Lighting Fixtures 
Pull Chain Lampholders } MI 
7 MANAGING the Wisconsin sales 
UNION INSULATING ©) INC district, Milwaukee, is W. B. Gustaf- 
‘y e : a 
son (left). J. M. Lime (right) is di- 
PARKERSBURG, WEST VIRGINIA | recting the activities of the Indiana 
| sales district, Indianapolis. = 
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OBITUARIES 


WILLIAM C. WEBER 


William C. Weber, 43, of the Detroit 
fice sales organization of the Arrow 
Hart & Hegeman Electric Co., died on 
luly 8 in the Veterans Hospital at Dear- 
born, Mich. He was buried in Grand 
Lawn Cemetery, Detroit on July 10. 

Mr. Weber joined the Arrow-Hart & 
legeman Electric Co. in 1928 as a mem 
ber of the Boston office He was trans 
ferred to Detroit in 1934. Between 1942 
ind 1945, Mr. Weber was in the Army 
\ir Force, serving as a staff sergeant in 
the South Pacific. Upon being discharged 
n November 1945, he rejoined the De 
troit office of Arrow-Hart & Hegeman. 

He is survived by his wife, Ruth M 
Weber, of Detroit, and his son, Paul 
L. Weber, of Boston 












ASSOCIATION NEWS 


BALTIMORE—Close to eighty men 


now hold membership cards to the 





Electrical Manufacturers Representa 
tives Association, Inc., of Baltimore. 
Manufacturers representatives who 
were recently welcomed into the asso 
ciation as members are \ John 


Haacke, Jr., representing the Thomas 


ee ee 
Insulating and Cable- Pulling 


SUMPOUNDS 


of Record-Breaking Performance 









Minerallac gives you a complete assortment for every 
I need: dense, viscous and fluid consistencies for high and 
| lew veltages in cable-joints, pot-heads, terminal bills, 
distribution cables, street lighting, telephone work. 
i «~~ Insoluble in oil or water, for all temperatures. 
Clean, safe, economical — outranks all others in quality. 


f Send for new literature and prices. 


MINERALLAC FLECTRIC COMPANY 
25 North Peoria Street—Chicago 7, Illinois 


MINERALLAC 








e This ABolite reflector is de- ® 


. 
lighting over a given area. It is 6 


RLM Standard Dome e an RLM shape that conforms to ® 


illustrated. Made also 


with separable, Duo- @ specifications of the technical com- 


Move, ventilated, easy- 


detachable, shreeded © mittee of RLM Standards Institute. You 


and heel necks. 


can specify and recommend ABolite Re- 
flectors with full assurance that they will pro- 


e vide maximum lighting efficiency and economy. 


- Sold only, through wholesalers 
oe ereteal i tkatieliess 
THE JONES 


METAL PRODUCTS CO., 
West Lafayette, Ohio 


signed to provide maximum 
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of new ideas is not! 





Jobbers: 


Request our 1948 
Xmas Catalog 
Just off the press, it shows 
glowing Snowman, Santa 


and many other proved 
sellers that fill out your line. 





Sensational new *Plasti-klip 
now on Miller String O Lites 


Safety-seal protection, a perfect-grip clip. Our 
supply of lites may be limited, but our supply 


*PATENT PENDING 





MILLER Gale 2. 


ELECTRIC COMPANY 















FAM Coupling 


(Cutaway View) 







1 & Betts Co.; Thomas Pugh, represent 
ing Wiremold Co.; Harry Ryan, Na 


tional Elec. Prods. Co.; John Rosche 


FOR EVERY 


eo T. McCourt Co.; and James A 
iughn, Jasper Blackburn Prods. Co 
1 Salle Lighting Prods., Inc., Ley 
ec. Fittings Co., Clyde W. Lint Co 
and Wilster, Inc. 


1 


L 
\ 

3 
Ie 


SPECIFY 
AND USE 


TAM 


| CHICAGO—Th« forthcoming Na 


|} tional Television and Electrical Living 


Show sponsored by the Electric Ass 


EAM Features 


1. Simple, fast installation 











ciation of Chicago seems to be attract 
2. No rings to cock or lose 





ing wide interest as many application 


3. Precision machined taper fit for exhibit space have already been ri 


4. Cuts surface for positive ground | ceived... . Members of the Electrica 

5. Raintight— UL Approved | Maintenance [Engineers recently hear 

} Charles H. Jennings of Westinghous: 

STEEL Write for Descriptive Literature | Electric Corp. discuss “Are Welding 





in Maintenance Work.” . The Wom 


EMT . — ' en's” Division reports that at a recent 
THIN WALL ro P | meeting Major A. A 





Gray, Electri 


Association, introduced the guest 

COUPLINGS AND CONNECTORS PAM | speaker of the evening, A. J. Mc 
Connector Gavern, managing director, Chicags 

¥ ; Electrical W holesalers \ssociatio1 


who spoke on the subject “The Ele 


FisHER-ARMOUR Mec. Co. tric Association Wiring for Electrical 
Living Program.” 
757 Waveland Avenue 
Chicago 13, Illinois 


INDIANAPOLIS—Fmmett Belzer of 


the Telephone Co and J H Bilheimer 


of Phileo Corp. who were secured bj 
_ At SMG, : 
. %, the Television Committee of the Ele¢ 
trical Association of Indianapolis to 
luoresceut Tete speak at a recent Distributors’ meet 


for ing, addressed one of the largest at 


SPV RR PT soDERING 


---4 TO 40 WATTS... 


STANDARD LINE & BRAZING 
PLUG-IN TYPES WELDING 


tendance of distributors, the associa 
tion ever has had Mr. Belzer’s talk 
was on Coaxial Cable and Microwave 
Relay Stations and Mr. Bilheimer’ 
speech was on Promotion and Ser 
vicing of television. It was decided at 
this meeting that the distributors 
should send letters on the subject of 


television to all their dealers 
a 


L. B. ALLEN CO., INC. 


6701 Bryn Mawr Ave. 
Chicago 31, U. S. A. 


PHILADELPHIA—With the ringing 
statement “There is a definite trend 
toward Electric Cooking” the Elec 
trical Association of Philadelphia 





launched an intensive campaign to pro 


mote the sale of electric ranges. The 
campaign started March 15 and ended 
June 12 


In advance of the opening date a 








“PLUG-IN” TYPE ILLUSTRATED ABOVE 


COMPETITIVE PRICES Long on service ... and repeat orders 8:00 in the Clover Room of the Belle 
PROMPT DELIVERIES 


INERA- vue Stratford Hotel. One hundred and 
UL APPROVED NALC 0 RED LAM PS thirty-three distributors and_ distrib 


Quiet... Quality...long life... 


special breakfast meeting was held at 


The efficiency and dependability of Nalco utor salesmen were given full details i 
Me eM ee Infra-Red Lamps bring you steady demand ee , oe ai gs 
ese end recommend SYKES beallects from satisfied users. Especially designed for connection with this Spring Electri: 


industrial use, long-lasting carbon filament 
and sealed, reinforced base. Available in : 
either inside silvered or clear glass type. Na- \ Plan Book was mailed to all deal 
tionally advertised. 


Write for prices and catalog sheets. Range campaign 


SYKES 


ELECTRIC MANUFACTURING CO. NORTH AMERICAN order that dealers could ke ae 
of 1 take advan 
SCHILLER PARK, ILLINOIS Electric Lampe Co- tage ot the bonus plan and the cook 
: ' 1034 TYLER ST. ST. LOUIS 6, MO ing demonstration program, the Asso 
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ers explaining the new bonus plan for 





approved tvpe electric ranges It 
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THERMADOR 


: Por table 


ELECTRIC 
HEATERS 







oy oe og ag ty Oy op 


TUL LLL 


4 4 


4 
a 


jo em me 
; Py, 


ture of portable electric 
heaters for commercial 
and residential use. Stock 
with THERMADOR 
portables .. . 


now 
in radiant 
and fan-type models. 


Ti) 


THERMADOR 
Longpella 


hat-mmelal bam olelace]el(-Midelelfelatmal-telt-1; 
that gives full-bodied warmth; ex 
tremely practical, safe and eco 
aroluliael PmalelMulelahma-ttiel-talilel melate, 
commercial uses. Ideal for bath 
rooms, offices, stores, booths, etc. 
1320 watts: 120 volts AC. 


$1295 


(incl. Govt. Tax) 


LIST 
PRICE 


pbdeneres 


THERMADOR 
Heat -Fai 


Winter heater, summer fan! For 
years America’s leading electric 
Safe, clean, efficient...a 


1650 


$1495 


(Incl. Govt Tax) 


K “Seven Leagues Ahead” 


heater 
popular seller. In 1320 or 


watts 


LIST 
PRICE 


THERMADOR 


cLECTRICAL MFG. CO., ¢ LOS ANGELES 22. CALIF. 


THERMADOR leads in | 


the design and manufac- 


ciation included an arrangement where 
by the dealer would be reimbursed up 
to $50.00 toward the installation of an 
showroom floot 


clectric range on the 


NEW ORLEANS The Electrical 
Association of New Orleans is highly 
interested in developing plans for bet 
ter understanding by the public of the 
advantages of home freezers. W. E 
Hobson, who heads committee activi 
ties on home freezers, spoke at a re 
cent meeting held in the Public Ser 
vice Auditorium and commented that 
the maximum of sales in home freezer 


units is still being overlooked by most 


dealers. Speaking before the Elec 
trical Association members and_ their 
wives at the June Dinner meeting, J 


Dallas regional manager, 
Motor 


stressed the great need 


P. Strange, 


Deep Freeze Division of the 
Products Corp., 
of intense sales training to boost home 


freezer sales 


YOUNGSTOWN —A meeting of the 
Social Committee of the Electric 
League of Eastern Ohio was held early 
in July to make plans for the League's 
23rd Annual Stag Picnic It was de 


cided to have the picnic at the Whip 


poorwill Picnic Grounds on Saturday, 


September 11. 





PRESCOLITE 
fecwsek 


LIGHTING 
FIXTURES 


42 DISTINCTIVE STYLES 
LISTED AT $5.50 to $19.50 


Prescolite Fixtures— residential 
and commercial—are designed to 
conform to the smart simplicity of 
good modern decoration. Three 
rich finishes...Chrome, Satin Brass, 
Satin Aluminum ..... will blend 
with any decorative scheme. 


COMPARE ADVANTAGES 
OF RECESSED LIGHTING 
COMPARE PRESCOLITE 
PRICE « QUALITY + STYLE 
INSIST ON PRESCOLITE 
FOR MODERN LIGHT 














Cords ad 
Cord Sets 


Selected by 
leading manufacturers 
... why not by you! 


A full line of 
Flexible Cords for the 
Repair and Service 
Industry, obtain- 
able through jobbers 

and distributors 


Approved by 
Un.'erwriters’ 
Laboratories 


CORNISH WIRE CO., inc. 
15 Park Row, New York 7, N.Y. 
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* 
EASE OF 
INSTALLATION 








T DISTINCTIVE 
STYLING 


J QUALITY LENSES 
l AND GLASSWARE 








1 WRITE FOR BULLETIN EW2 


SOLD ONLY THROUGH REC- 
OGNIZED ELECTRICAL JOBBERS 


ALL CATALOG UNITS AVAIL- 
ABLE FOR IMMEDIATE DELIVERY 


UNION MADE—UNDERWRITERS’ 


LABORATORIES, INC. Approved 


A PRODUCT OF 


PRESSTEEL COMPANY 


800 BANCROFT WAY 
BERKELEY 2, CALIFORNIA 





QONEL:. 


The WIRE and CABLE 
with du Pont 


Jacket — 


\ 


\ 
\) 
\ 


\ 


Bronco 60 is highly 
resistant to oils, sol- 
vents, acids, chemicals, 
abrasion, sunlight, heat 
and cold. Its long life 
means real economy. 


Made in the West by 


WESTERN 
INSULATED WIRE CO. 


1001 E. Sixty-Second St. 


Los Angeles 1, California 





MORE FACTS 
ON PRODUCTS 


Aluminum Building Wire—A 36-pagi 


handbook contains general descriptions 
and illustrations of various types and 
sizes of aluminum building wire manu 
factured by United States Rubber Co.. 
1230 Avenue of the \mericas, New 
York 20, N \ Vhe booklet also in 
clude tables showing the relative 
weights of various size aluminum and 
coppel conductors 
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Batteries— A 


siX-page replacement 
guide of batteries for portable and farm 
radios lists over 1600 radio sets with 
model numbers and types of batteries 
to be used. Burgess Battery Company, 


Dept. RG, Freeport, Illinois 


when writes ELECTRICAL WHOLESALING 


Lighting Equipment—A four-page fold 


er gives detailed engineering data and 
lrawings for mounting modular “al 
ouver’ ceiling sections manufactured 
by General Lighting Company, Inc., 32 
Union Square, New York 3, N. ¥ 
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HEINEMANN 





CUTOUT MATERIALS 
Plug Fuse and 
Cartridge Fuse Cutouts 


Plug and Cartridge 
Fuse Entrance Switches 


Battery Switches 
Meter Test Blocks 


HEINEMANN ELECTRIC CO. 


152 Plum Street 


Trenton New Jersey 














REPRESENTATIVES 
WANTED... 


Who are now calling on deal- 
ers in the hardware, electrical 
and marine fields (most terri- 
tories) to sell quality line of 
labor-saving equipment and 
accessories on an exclusive 
basis. High commissions. 
Write, giving territory covered, 
lines handled and references, 
to: Department 6, RW 5793 
Electrical Wholesaling, 68 Post 
St., San Francisco 4, Calif. 
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* WARM COMFORT QUICKLY 


The FAN-GLO HEETAIRE with its 
TWO Neo-Glo elements produce hot 
infra-red rays instantly. The quiet fan 
forces heated air to the area of use at 
once. 


* BOTH KINDS OF HEAT 


The first heater in the world to give both 
— the combination of hot, abundant, 
scientifically-reflected, infra-red rays plus 
fan-forced heated air. 


> en a NC) od 3 1 
The new portable FAN-GLO HEETAIRI 


permits the use of three heating speeds 
controlled by two conveniently located 
switches. A portable heater exclusive. 


*% DESIGNED FOR SAFETY 


Even baby’s hands can touch the casing 
— there are no hot spots! Bulging guard 
assures complete safety. The FAN-GLO 
HEETAIRE is Underwriters’ approved. 


* LIGHT WEIGHT 





Convenient 


handle on top makes the 
compact FAN-GLO HEETAIRE easy to 
carry. Just take it to where WARM 
COMFORT QUICKLY is wanted. 


% BUILT for YEARS of SERVICE 


Both heating elements suspended in float- 
ing mountings permit flexible expansion 
and contraction — and heat evenly — 
thereby increasing their long life. 


* TROUBLE FREE DESIGN 


Only the finest materials — and only a 
manufacturer whose priceless asset is his 
integrity — can produce this trouble-free 
handsomely finished FAN-GLO HEET- 
AIRE. 


* COMPLETE SELLING PLAN 


MORE PROFITS for you . . . because its 
backed by powerful merchandising and 
advertising that’s loaded with “come and 
get it’ sellsmanship! 


AS'Reeet) ee Se 


cone! OF Hues 














‘COMMENDED & > ‘3 
. > Guaranteed by ~ a } 
Vaacarean Good Housekeeping UL 





w 





P45 avetansre 
Call your jobber--he’s all set to help you 
make more sales--more profits. 


M A ; * EL eel inc. 





LA SALLE propucrs, inc 


155 SENECA ST., BUFFALO 3, N. Y. 
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Outdoor Home Lighting—Bulletin No 
PL-2 covers the various features of the 
pathfinder light which is 
illuminate steps, walks, driveways, etc 
Included in the bulletin are views < 

two modern homes using the light 
Cannon Electric Development Co., 3209 
Humboldt St., Los Angeles 31, Calit 


designed to 
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Portable Lamps—|’ortable, pin-up an 

swivel type lamps are illustrated and 
described in a six-page folder publishe 

by Kurt Versen Company, 5 Slocun 
St., Englewood, New Jersey 


when writing ELECTRICAL WHOLESALING 


mention 





Solder—A 6-page leaflet explains the 
construction of Tri-Core solder wu 
ior radio and electrical work and con 
tains brief explanations of other pro 
ucts—anodes, preforms, fluxes, and 
lead and tin specialties. Alpha Metals 
Inc., 363 Hudson Ave., Brooklyn 1 


: P 


, 
4, 
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Wiring Devices—Catalog 48, in f 
pages, illustrates the company’s line « 
“Sierra” wall plates with 
and ordering data. McDonald Manuta 
turing Company, 544 East Thirty-tirst 
Street, Los Angeles 11, California 


descriptive 
( 
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tegen eta nats ane it BRIER ay 


Whatever your Wiring 
Device requirements — you 
can't go wrong when you in- 
stall P&S Outlets that hold 
caps firmly in place — Pre- 
cision-built switches (with T- 
rating)—Sockets built for life- 
time service. 


Keep your P&S Catalog handy 
— and remember — 


The Best Costs Less in the Long 
Run. 


Sold through Electrical Wholesalers 


PASS & SEYMOUR INC. 


SYRACUSE 9, N.Y. 
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PHILADELPHIA 
DETROIT 
NEW ORLEANS 


Electric wire manufacturer has 
openings in the above areas for 
sales representatives to call on 
the electrical jobbers. Exclusive 
Commission We prefer 
those now selling allied electrical 
items. Write your qualifica 
tions to 


Basis 


R.W.-5985 ELECTRICAL WHOLESALING 
330 W. 42nd St., New York 18, N. Y. 








MANUFACTURERS 
REPRESENTATIVE 


(organization—15 men) 


RA6024—Electrical Wholesaling 
520 N. Michigan Ave., Chicago 11, Ill. 
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U. S. Patent No. 1,933,555 


..e the PERFECT 
Wire Connector 


Whether “roughing in” or 


making permanent connections, you can 


you are 


save time and money on any wiring 
job by using SCRU-ITS. 
No tools are needed. 


They are fast 
and easy to use 

Just strip the wires, screw on a 
SCRU-IT, and you have a tight, perma- 
SCRU-ITS make a_ better 


connection electrically and are 


nent joint. 


stronger 
than outmoded 
U. L. approved. 


S0 Easy T° _ \ 
1. STRIP ENDS \, 3 

2. SCREW ON A €& 
SCRU-IT <\ 

3. THAT’S ALL 


4 Sizes for Solid 
and or Stranded Wires 


solder and tape joints. 











| SEND DATA SHEET NO. 10 10 TO | 
Name .ese- ecccceccccocccecceccace . 
- Company cocceccececccececacccceees 
( Street cccccctpecccaccocecaceoscese i 
! 1 
] City wccccwcmcemecewes eo ecccesses ' 
1 

L 


SOLAR ELECTRIC CORPORATION 


FACTORY FFICES 


AND SALES 


WARREN, PENNSYLVANIA 
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ASBESTOS COVERED 


WIRE ad ot 
. -- IN ALL POPULAR SIZES 


As Specialists in the manufacture 
of Asbestos Covered Wire we 
have concentrated all the efforts 
of our entire engineering and 
technical staff in the production 
of wire that will meet your every 
requirements for appearance and 


reliability. YOU CAN DEPEND 
ON RADIBESTOS QUALITY. 


But of equal importance, we spe- 
cialize in the service which we 
give our customers in shipments 
and attention to all the details of 
their orders. YOU CAN DEPEND 
ON RADIX SERVICE. 


QUALITY and SERVICE are the 
cornerstones of our business. May 
we give you more information 
about RADIBESTOS Asbestos 
Covered Wire and how our serv- 
ice can help you maintain pro- 
duction schedules? 
Write for samples—mention- 


ing the purposes for which you 
require asbestos covered wire. 








The sample card 
illustrated con- 
tains nine differ- 
ent styles of RA- 
DIBESTOS WIRE. 
Write for one 
today. 


vot 


Wz 
RADIX WiRE 


ON THE SPOOL 


Ompatiy- 
CLEVELAMOD OHIO 


yv 
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How to out-sell lower. 


price. competition 


Sooner or later every salesman runs into lower price com- 
petition. What is the best way to handle it? 


Just saying “‘my product is better”’ won’t do the trick. 


What we have to do is show the buyer that “invoice price” 
generally means little. 


It is the money a product will save—or lose—when in use, 
yay 


that counts. 


Fusetrons Give Many 
Kinds of Protection 
Herctofore Not Available 


Entirely wipe out needless 
blows caused by motor start- 
ing currents or other harmless 
overloads. 


Give Thermal Protection to 
Panelboards and Switches. 


Operate cooler because of 
lesser resistance, thus prevent 
needless blows caused by heat- 
ing in panels and switches. 


Permit use of larger motor 
or adding more motors on cir- 
cuit) WITHOUT © installing 


larger switch or panel. 


On new installations, 
PROPER size switches and 
panels can be used instead of 


OVERSIZE. 


Protect small motors 
against burnout simply and 
inexpensively. 


Give DOUBLE protection 
to large motors, 


Provide simplest way to 
stop) burneuts from single 
phasing. 


Protect coils, transformers 
and solenoids against burnout. 


Here's how to do it... 


Selling “saving through use’’—instead of “‘saving 
through invoice price’”’—isn’t so difficult. Just pick out the 
real benefits your product gives the user and bear down 
on them. 


Your product: “Lasts longer, because . . ..°—*‘Is easier 
to sell, because . . . —“Requires less maintenance, because 


.. —“Increases production, because . . .”°—and so forth. 
Talk user benefits. 


Show the buyer HE WILL LOSE MONEY IF HE 
DOESN'T USE YOUR PRODUCT. 


Take Fusetrons for example... . 


Look how their invoice price fades when you show a user 


what Fusetrons can do for him. 


There just isn t any other protective device that can do 
what Fusetrons can. Glance at the list alongside. Such user 
benefits make buyers forget about invoice price. They show 


saving through use. 


(nd so on with all produets—show buyers why they will 
lose money-——if they don’t buy the product you are selling. 


That’s the way to beat “price competition.” 


Bussmann Mfg. Co., St. Lovis 7, Mo., Division McGraw Electric Company 
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